Viking Afterbody Heating Computations and Comparisons 

to Flight Data 


Karl T. Edquist 1 ^ 

NASA Langley Research Center, Hampton, Virginia, 23681 
Michael J. Wright* 

NASA Ames Research Center, Moffett Field, CA 95050 
Gary A. Allen Jr} 

ELORET Corporation, Moffett Field, CA 95050 


Computational fluid dynamics predictions of Viking Lander 1 entry vehicle afterbody 
heating are compared to flight data. The analysis includes a derivation of heat flux from 
temperature data at two base cover locations, as well as a discussion of available 
reconstructed entry trajectories. Based on the raw temperature-time history data, 
convective heat flux is derived to be 0.63-1.10 W/cm 2 for the aluminum base cover at the 
time of thermocouple failure. Peak heat flux at the fiberglass base cover thermocouple is 
estimated to be 0.54-0.76 W/cm 2 , occurring 16 seconds after peak stagnation point heat flux. 
Navier-Stokes computational solutions are obtained with two separate codes using an 8- 
species Mars gas model in chemical and thermal non-equilibrium. Flowfield solutions using 
local time-stepping did not result in converged heating at either thermocouple location. A 
global time-stepping approach improved the computational stability, but steady state heat 
flux was not reached for either base cover location. Both thermocouple locations lie within a 
separated flow region of the base cover that is likely unsteady. Heat flux computations 
averaged over the solution history are generally below the flight data and do not vary 
smoothly over time for both base cover locations. Possible reasons for the mismatch between 
flight data and flowfield solutions include underestimated conduction effects and limitations 
of the computational methods. 


Nomenclature 


a 

speed of sound (m/sec) 

D 

aeroshell diameter (m) 

DES 

Detached Eddy Simulation 

GCSC 

Guidance Control and Sequencing Computer 

h 

altitude above reference ground level (km) 

MSL 

Mars Science Laboratory 

P 

pressure (Pa) 

q 

heat flux (W/cm 2 ) 

R s 

aeroshell shoulder radius of curvature (m) 

R n 

aeroshell nose radius of curvature (m) 

Reo 

Reynolds number based on aeroshell diameter, puD/p 

RTG 

Radioisotope Thermoelectric Generator 

T 

temperature (K) 

TPS 

Thermal Protection System 

t 

GCSC time (sec) 
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u velocity parallel to the surface (m/sec) 

V velocity relative to atmosphere (km/sec) 

VL1 Viking Lander 1 

VL2 Viking Lander 2 

X, Y, Z computational coordinates measured from nose (m) 

a angle of attack (deg) 

e surface emissivity 

Ar| grid cell height at wall (m) 

p viscosity (kg/m 2 -sec) 

p density (kg/m 3 ) 

a Stefan’s constant (5.67 x 10" 8 W/m 2 /K 4 ) 

Subscripts 

conv convective 

MA Marvin- Akin formula 

nose forebody nose 

SG Sutton-Graves formula 

w wall condition 

oo freestream condition 

I. Introduction 

The 1976 Viking missions represented the first successful U. S. landing on the surface of Mars. The Viking 
Lander 1 and 2 (VL1 and VL2) entry capsules entered from orbit at an atmosphere-relative velocity of 4.5 km/sec 1 . 
Both entries utilized a rigid aeroshell, supersonic parachute, and powered terminal descent system to reach the 
Martian surface. Thermocouple gages were placed on each aeroshell afterbody, or base cover , to collect 
temperature data and validate predictions of heat flux during entry. Pre-flight estimates, including a factor of safety 
of 1.5, predicted that backshell heat flux would be about 3% of the forebody nose laminar value 1 . Post-flight 
analysis of the temperature response showed that the heating rates were as high as 4.2% of the nose laminar heating 
level 1 . Previous analysis suggested that the higher than expected heat flux may have been caused by turbulent 
transition 2 , but no additional data exist to support that possibility. Recent computational fluid dynamics (CFD) 
analysis of the Mars Science Laboratory (MSL) predicted afterbody heat fluxes as high as 3% (without a factor of 
safety) of the laminar forebody level for an aeroshell similar to Viking 3 . 

The objective of this paper is to compare CFD afterbody computations to heat flux derived from Viking flight 
temperature data. Previous comparisons between CFD methods and Earth entry heat flux data showed promising 
results 4 . The current work is the first known documented effort to compare heating from modern CFD methods to 
Viking flight data 4 . Mars Pathfinder heat flux data also exist, but no effort has been made to measure CFD tools 
against the afterbody data. An analysis of the Viking flight data is presented along with Navier-Stokes solutions of 
the entry vehicle flowfield. The intended benefit is to validate the computational tools against flight data for blunt 
body wake flowfields and guide the determination of afterbody aeroheating uncertainties for future Mars entry 
vehicles. The current practice is to use relatively large afterbody aeroheating uncertainties (safety factor of 2-3) 
because of limited flight data for code validation and difficulty in predicting wake flowfields. Large uncertainties 
lead to added thermal protection system (TPS) material mass on the backshell, which can adversely affect 
aerodynamic stability and take away mass that could potentially be used elsewhere in the entry system. As entry 
system mass and performance increase for future missions, the need for lift requires flying at a non-zero angle of 
attack (a), which exposes the backshell to a potentially more severe heating environment. For example, a 
hypersonic trim a of 16 deg has been considered for MSL 5 . Additional landed mass also requires more volume, 
which increases backshell TPS surface area and exposes the afterbody to more extreme conditions. Validation of 
computational tools using Viking flight data is an important step in understanding how much uncertainty is 
necessary for afterbody heating estimates and determining where computational improvements are needed. 
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II. Analysis 


The following sections describe the aeroshell geometry and thermocouple placement, the temperature flight 
data, a derivation of convective heat flux, and estimates for data uncertainties. Finally, the computational approach 
used to model the wake flowfield is described. 


A. Aeroshell Geometry and Base Cover Thermocouples 

Figure 1 shows the Viking entry vehicle aeroshell geometry. The entry vehicle was a 3.5-meter diameter 70- 
deg sphere-cone forebody with a biconic afterbody 3 * . The radial center of gravity was placed to achieve a hypersonic 
lift-to-drag ratio of 0.18 at nominal a of -11.1 deg 1 . The base cover was constructed of 0.0406 cm of laminated 
glass fabric and phenolic resin (fiberglass) for the inner cone, and 0.0254 cm of aluminum alloy for the outer cone 6 . 
No ablative thermal protection material existed on the backshell, presumably because the pre-flight estimate of heat 
flux was small 1 (3% of 24 W/cm 2 forebody stagnation point heat flux). 


0.0254 m 



0.5783 m 0.4763 m 

Figure 1. Viking Aeroshell Geometry in the 
Computational Coordinate System (Ref. 3) 


Temperature gages were installed at two 
locations on the VL1 base cover to verify pre-flight 
predictions of afterbody heat flux. Thin-film gages 
were spot-welded to the aluminum and fiberglass 
base covers at the locations shown in Figure 2 2 . The 
thermocouple locations are accurate to within +/-1 
inch radially and +/-0.5 inch circumferentially 7 . No 
information was found on the thermocouple 
performance characteristics, other than the 
thermocouples did not have identical specifications 7 . 

B. Derivation of Convective Heat Flux from 
Temperature Data 

The VL1 temperature-time histories at both base 
cover locations are shown in Figure 3. The 
thermocouple on the aluminum cover started at a 
lower temperature than did the fiberglass 
thermocouple and experienced a more rapid 



Figure 2. Location of Viking Base Cover 
Thermocouples in the Computational Coordinate 
System (Ref. 4) 
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Figure 3. VL1 Base Cover Temperatures (Ref. 7) 
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temperature increase during entry. The aluminum thermocouple failed during VL1 entry near 11703 sec based on 
the Guidance Control and Sequencing Computer (GCSC) time, but useful data was collected prior to that time. The 
aluminum base cover had not yet reached its peak temperature when the sensor failed. The thermocouple on the 
fiberglass cover operated successfully through the entire entry. 

The author made an unsuccessful attempt to find the post- flight analysis of the VL1 backshell temperature and 
predictions for VL2 mentioned in Reference 8. That analysis showed that the VL1 fiberglass base cover 
temperature exceeded pre-flight estimates based on 3% of the stagnation point heat flux 1 . Table 1 recreates the base 
cover temperature predictions and flight data from Reference 1 . Both thermocouples reached higher temperatures 
than expected, but they were still below the worst-case estimates. Figure 4 shows a previous analysis 2 of normalized 
VL1 base cover heat flux as a function of freestream Reynolds number based on aeroshell diameter (Re D ). The 
laminar nose heat flux was used as the normalizing parameter and was estimated using the Marvin- Akin formula 9 . 
An abrupt increase in heating rate occurred at a Re D near 0.6 x 10 6 and was attributed to possible turbulent 
transition. Analysis in a later section proposes other possible causes for the heat flux slope increase. The peak heat 
flux from Reference 2 is as high as 5% of the laminar nose heating, which is slightly higher than the estimate from 
Reference 1. 


1 0 r 


Table 1. VL1 Peak Base Cover Temperatures (Ref. 1) 



Aluminum 

Fiberglass 

Pre-Flight (K) 

486 

460 

Flight Data (K) 

529 (estimated) 

481 

Est. Worst Case (K) 

556 

504 
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Figure 4. VL1 Base Cover Heat Flux Normalized by 
Marvin- Akin Heat Flux (Ref. 2) 

The current analysis extends the work from Reference 2 to include estimates of material response, internal heat 
source uncertainties, and conduction effects for the purpose of validating CFD methods. The base cover 
temperature data used in the Reference 2 analysis were obtained as a function of GCSC time and used to derive heat 
flux based on the one-dimensional heat balance at each thermocouple location 7 . That heat balance can be written as 
the following equation: 


Qconv tfint ~ Vrad + Vcond = (* p S ( AT / At ) (!) 


The terms are defined as: 

q CO nv* external convective heat flux 

q int : internal heat source 

q ra d: outward radiated heat flux = acT 4 

q C ond* conduction effects 

p: aeroshell skin density 

c p : aeroshell skin specific heat 

s: aeroshell skin thickness 

AT/At: time rate-of-change of temperature 

Solving for the convective heat flux gives the following equation: 

<lcon V = PCp s ( AT / At ) + (kT 4 - q int - q cond (2) 
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The first term dominates the heat flux calculation for the majority of the entry trajectory. A second-order finite- 
difference approximation of the flight data was used to calculate the temperature-time slope. A range of material 
properties for the aluminum and fiberglass was used to represent a range of possible material responses. The exact 
density, specific heats, and emissivities for the aluminum and fiberglass were not found, so representative nominal 
values were taken from standard materials 10 . 

Two Radioisotope Thermoelectric Generator (RTG) units provided the primary internal heat source 11 . One unit 
was located on each side of the lander to provide power during ground operations (Fig. 5). The RTG’s were located 
close to the second base cover cone and were shielded by wind covers 6 . The proximity of the RTG’s may explain 
why the fiberglass thermocouple started at a higher temperature than did the aluminum cover. Each unit contained a 
plutonium oxide heat source with a nominal thermal output of 675 W, for a total of 1350 W 11 . The heating 
contribution for the purpose of deriving convective heat flux was estimated to be 0.025 W/cm 2 . This value is equal 
to the total heat output (1350 W) divided by the surface area of the second base cover cone (53,400 cm 2 ). Since no 
specific information on the RTG operation during entry was found, that estimate for the heat output was used for the 
current analysis. The analysis in Reference 2 used 0.010 W/cm 2 for the RTG heat output 7 , which is approximately 
equal to the total heat output (1350 W) divided by the total base cover surface area (126,500 cm 2 ). An uncertainty 
for the RTG heat output is also included in the results. 

A rigorous analysis of the conduction effects was not performed due to unknown details of the base cover 
structure. The thermocouples were reportedly installed midway between rib stiffeners, which would minimize 
conduction losses 7 . However, attempts to find aeroshell drawings with the thermocouples were unsuccessful. 
Figure 6 shows the base cover ribs, which were located about every 9 deg of circumferential angle. However, 
additional information that would help make an estimate of conduction effects is not possible. Conduction would be 
expected to have more of an effect on the aluminum cover due to its higher thermal conductivity. Estimates for all 
material response uncertainty sources, including conduction effects, are presented in a later section. 


Leg 1 
-Z 



Figure 5. Viking Entry Vehicle and Lander (Ref. 6) Figure 6. Viking Base Cover (Ref. 6) 

C. VL1 Entry Trajectory 

Freestream velocity, density, and temperature are required input for the computational tools used to predict the 
wake flowfield and base cover heat flux. Several efforts 12 " 17 have been made to reconstruct the Mars atmosphere 
(density and temperature vs. altitude) and Viking entry trajectories (velocity vs. altitude). The atmospheric density 
profile can be reconstructed from on-board accelerometers and knowledge of the entry capsule’s aerodynamic 
characteristics. Seiff and Kirk produced the seminal work on constructing a Martian atmospheric model derived 
from flight telemetry 12 . Blanchard used measured accelerations and pressure to obtain the entry trajectory 
independent of assumed aerodynamic characteristics 13 . For the purposes of this analysis, the post-flight VL1 entry 
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trajectory as predicted using the Lander Trajectory and Atmospheric Reconstruction Program 18 (LTARP) was used 
for specifying freestream conditions as a function of time. The LTARP trajectory was used in part because the data 
was available as a function of GCSC time, as was the base cover thermocouple data. Having the trajectory and 
thermocouple data both as a function of time made it easier to synchronize the computational predictions with the 
flight data. 

Hardcopies of the LTARP VL1 trajectories 7 were digitized to extract freestream conditions for the CFD 
solutions. The original assumptions that went into the LTARP trajectory are unknown e. g. entry vehicle 
aerodynamics and mass. In order to provide a check of the LTARP results, a new trajectory analysis for this paper 
was also performed with the TRAJ 19 tool. The following section describes the TRAJ analysis and assumptions 
using the best available data. 

1 . TRAJ Trajectory Analysis 

Any attempt at reconstructing the Viking 1 trajectory must start from the atmospheric model derived from the 
VL1 trajectory described in Seiff and Kirk’s paper 12 . Unfortunately, the paper did not specify many of the critical 
parameters used in constructing their atmospheric model, e.g. entry vehicle mass and dimensions, entry vector, 
aerodynamics, etc. Only the atmospheric model and referenced planet ellipsoid from Reference 12 are useful 
towards reconstructing the VL1 trajectory. Fortunately, Seiff did provide a trajectory listing in microfiche to the 
National Space Science Data Center 14 . Other references must be used for finding the omitted parameters. 

The VL1 aeroshell total mass at separation from the orbiter was 1056.9 kg and the propellant mass expended to 
deorbit the aeroshell was 71.6 kg 1 . During the coast period after the deorbit bum, the autopilot established a pitch- 
over rate by using its reaction control system (RCS) to maintain a constant a of 20 deg. The aeroshell maintained 
this angle until 6 minutes before reaching the entry interface, at which time the autopilot adjusted the pitch-over rate 
to maintain a constant a of -11.1 deg 15 . When the inertial measurement unit detected 0.05 g deceleration, the 
autopilot stopped maintaining a constant a and allowed the vehicle to drift to its natural trim angle. The vehicle 
followed damped sinusoidal attitude until it reached its trim a. The actual trim angle is difficult to determine from 
the telemetry data (the raw data is not self consistent). The pre-flight estimated trim a was -11.1 deg. Based upon 
knowledge of consumed propellant, the entry mass at atmospheric interface for the VL1 aeroshell was 983.9 kg. 

The entry interface for VL1 was arbitrarily defined as an altitude of 243.84 km (800,000 ft.) 6 . Unfortunately, 
the various published entry vectors are not consistent: 

From Reference 1 : 

Inertial velocity: 4.61 km/sec 
Inertial entry angle: -16.97 deg 
Aerographic latitude: 12.53 deg 
Aerographic east longitude: -62.1 1 deg 

From Reference 6: 

Inertial velocity: 4.61 km/sec 
Inertial entry angle: -16.99 deg 
Aerographic latitude: 12.78 deg 
Aerographic east longitude: -62.15 deg 

From Reference 13: 

Relative velocity: 4.42 km/sec 
Relative entry angle: -17.63 deg 
Inertial velocity: 4.62 km/sec 
Inertial entry angle: -16.85 deg 
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The entry vector that reproduces Seiff s trajectory from Reference 14 is the most believable solution because 
the VL1 atmospheric model was derived from that trajectory. The actual entry vector for VL1 was not provided in 
Reference 14, but an entry vector was deduced from a computer listing of the trajectory. New simulated trajectories 
for VL1 were iteratively generated using TRAJ. The entry velocity and position vectors were adjusted until the 
velocity and position vectors matched Seiff s trajectory at 126.05 sec after entry. This approach provided a good 
overall match between the two trajectories. The last position vector listed in Seiff s trajectory was at 218 sec after 
entry at an altitude of 26.88 km, areocentric latitude of 21.0 deg, and longitude of -49.87 deg. The position vector 
for TRAJ 218 sec after entry was an altitude at 26.98 km, areocentric latitude at 20.94 deg. and longitude at -49.91 
deg. 


The resultant TRAJ entry vector matches the data from Reference 14 and shows excellent agreement with the 
results from Reference 1 : 


Entry altitude: 241.48 km 
Inertial velocity: 4.60 km/sec 
Inertial entry angle : - 1 7 . 0 1 deg 
Inertial azimuth angle: 54.17 deg 
Aerographic latitude: 12.67 deg 
Aerographic east longitude: -62.07 deg 


An important parameter that a VL1 trajectory should reproduce is the time from atmospheric entry to parachute 
deployment, i.e. 429 sec. Parachute deployment was supposed to occur when the radar altimeter sensed an altitude 
of 19000 ft. However, parachute deployment actually occurred for VL1 at an altitude of 5.87441 km (19273 ft) 1 . 
TRAJ was programmed to deploy the parachute at the same altitude. The average trim angle of attack was adjusted 
until the time from atmospheric entry to parachute deployment was 429 sec. The resultant angle of attack fixed at 
164.2 sec after entry was -10.25 deg. The ultimate measure of the VL1 trajectory simulation is the landing location. 
The actual landing location was aerographic latitude 22.46 deg (aerocentric latitude 22.22 deg) and longitude -48.01 
deg 6 . TRAJ simulated parachute deployment but also made the simplifying assumption that the lander remained 
attached to the parachute until surface impact. The TRAJ calculated landing location was aerocentric latitude 22.20 
deg. and longitude -47.82 deg. 


Figure 7 compares the original LTARP trajectory with the current TRAJ analysis. For a given velocity, the 
FTARP altitude is up to 2 km lower than the TRAJ altitude. Density and velocity are shown in Figure 8 as a 
function of time because they primarily govern the aeroheating environment. FTARP ’s lower altitude results in a 
11% lower density at a GCSC time of 11700 sec. Based on the relatively small differences in the velocity and 
density variations with time between the TRAJ and FTARP results, the FTARP trajectory was used for the CFD 
analysis. 



0 1 2 3 4 5 



V (km/sec) 


GCSC Time (sec) 


Figure 7. VL1 Altitude and Velocity from LTARP 
and TRAJ 


Figure 8. VL1 Velocity and Density from LTARP 
and TRAJ 
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Figure 9 shows that the LTARP a is generally within 1 deg of the target value of -1 1.1 deg. It is unknown how 
the angle of attack estimate was made, but a comparison with Reference 12 shows that the LTARP angle matches 
closely to onboard accelerometer measurements. Sutton-Graves convective heat flux 20 , dynamic pressure, and Re D 
are shown in Figure 10. The Sutton-Graves formula is for a sphere with the same radius of curvature as the Viking 
forebody nose (0.8763 m). The effective radius of curvature for the sphere-cone heatshield is larger, so the Sutton- 
Graves estimate slightly overpredicts the heat flux near 24 W/cm 2 encountered during flight 1 . The peak stagnation 
point heat flux occurs at 1 1691.5 sec GCSC time, followed by peak dynamic pressure at 1 1708 sec and peak Re D at 
1 1716.5 sec. Previous analysis from Reference 3 for the MSL aeroshell showed that afterbody heat flux reaches its 
peak between the dynamic pressure and Re D peaks. Computational solutions were obtained at the freestream 
conditions shown in Table 2. Temperature was taken from Reference 13 as a function of altitude. A positive a was 
specified in the computational solutions. 
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Figure 9. VL1 Angle of Attack from LTARP and 
Flight Data 


Figure 10. LTARP VL1 Sutton-Graves Heat Flux, 
Dynamic Pressure, and Reynolds Number 


Table 2. LTARP VL1 Freestream Conditions for CFD Solutions 


t (sec) 

h (km) 

Voo (km/sec) 

P» (kg/m 3 ) 

Too (K) 

Moo 

Re D x 10 -6 

a (deg) 

11687.5 

44.1 

4.30 

2.15 x 10' 4 

139.2 

22.2 

0.474 

10.61 

11691.5 

41.0 

4.16 

3.22 x 10 -4 

145.0 

21.2 

0.654 

10.71 

11694.5 

38.9 

4.03 

4.18 x 10 -4 

151.5 

20.0 

0.785 

10.85 

11697.5 

36.7 

3.88 

5.12 x 10 -4 

155.9 

18.9 

0.896 

11.12 

11700.5 

34.7 

3.70 

6.10 x 10" 4 

160.0 

17.8 

0.990 

11.37 

11703.5 

33.3 

3.50 

7.24 x lO 4 

162.9 

16.7 

1.090 

11.57 

11705.5 

32.2 

3.38 

8.00 x lO' 4 

164.7 

16.1 

1.147 

11.70 

11708.0 

31.2 

3.20 

8.97 x lO' 4 

166.3 

15.2 

1.207 

11.84 

11710.5 

30.3 

3.03 

9.94 x 10' 4 

167.9 

14.3 

1.255 

11.97 

11713.5 

29.3 

2.81 

1.12 x 10' 3 

168.9 

13.2 

1.306 

12.06 

11716.5 

28.5 

2.62 

1.24 x 1 0' 3 

170.4 

12.2 

1.323 

12.11 


D. Computational Approach 

Navier-Stokes solutions of the VL1 entry vehicle flowfield were obtained using two different CFD codes. 
Primary solutions were obtained using the Langley Aero thermodynamic Upwind Relaxation Algorithm (LAURA) 21 . 
Additional solutions were obtained using the Data Parallel Line Relaxation (DPLR) 22 code. The physical models 
within LAURA and DPLR are similar. Past comparisons between the codes for forebody laminar and turbulent heat 
flux on 70-deg sphere-cone geometries have shown good agreement 23 . 
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1. LAURA CFD Code 


LAURA has been used extensively to predict the aeroheating environments for Mars applications, including 
afterbody predictions 24 " 26 . For Mars flight conditions, LAURA models an 8-species Mars gas (C0 2 , CO, N 2 , 0 2 , 
NO, C, N, O) in chemical and thermal non- equilibrium using the Park-94 27 reaction rates. A finite-volume approach 
is used to solve the full Navier-Stokes flowfield equations for all calculations presented here. The code uses Roe’s 
averaging 28 for the inviscid fluxes with second-order corrections using Yee’s symmetric total variation diminishing 
(TVD) scheme 29 . 

LAURA possesses the capability to adapt the computational mesh to the boundary layer and bow shock through 
user-defined parameters. Proper mesh resolution at the wall is especially important for reliable heating predictions. 
In LAURA, a user- specified cell Reynolds number controls the grid spacing at the wall: 


Re 


w 


r paArj^ 


( 3 ) 


Experience has shown that reliable laminar heating predictions can be achieved with Re w = 0(1). Grid adaptations 
are executed throughout the solution process until further adaptations do not significantly change the heat flux. 

A super-catalytic wall boundary condition was implemented in all solutions, fixing the mass fractions for C0 2 
and N 2 at their freestream values of 0.97 and 0.03, respectively. This boundary condition results in conservative 
heating predictions in flight. A radiative-equilibrium wall temperature was specified to satisfy the following 
relation: 


q w = S(JT* (4) 

A fixed surface emissivity (c) of 0.89 was used for all solutions. The wall is assumed to radiate to a temperature of 
absolute zero. All heating results reported here are convective only and neglect the radiative heating contribution, 
which is expected to be small. 

LAURA solutions were obtained on a singularity-free structured volume grid built with GridGen 30 . The 
forebody nose cap and afterbody base meshes do not have a singularity pole boundary that could otherwise 
introduce artificial discontinuities into the flowfield. Pitch plane symmetry allows modeling of only half of the 
aeroshell, so the effects of non-zero yaw angle were not examined. A grid resolution study examined meshes with 
finer resolution in all three coordinate directions. 

2. DPLR CFD Code 

DPLR solutions were run with essentially the same models and boundary conditions as were run with LAURA. 
DPLR is a parallel multi-block finite-volume code that solves the reacting Navier-Stokes equations including finite- 
rate chemistry and the effects of thermal non-equilibrium using the same species set as LAURA. The Euler fluxes 
are computed using a modified (low-dissipation) form of Steger- Warming flux vector splitting 31 with third-order 
spatial accuracy obtained via MUSCL extrapolation coupled with a minmod limiter 32 . Viscous fluxes are computed 
to second-order accuracy using a central difference approach. A supercatalytic wall boundary condition was 
employed with a surface emissivity of 0.89 for compatibility with the LAURA solutions. DPLR has been used 
previously for Earth entry afterbody heating simulations 33,34 . 

Computational grids for the DPLR cases were generated by hyperbolically extruding a smooth singularity- free 
surface mesh. The outer boundary for each case was tailored to the bow shock location, and the wall spacing was 
chosen to ensure that the Re w < 1. The nominal grid consisted of 8 blocks with 120 cells in the normal direction and 
25,000 points on the body surface. The resulting volume grid had a total of just over 3 million cells. 
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E. Sources of Uncertainty 

A rigorous treatment of uncertainties is beyond the scope of this analysis. However, an estimate was made to 
account for uncertainties in the derivation of heat flux from temperature data. The following sections also discuss 
uncertainties associated with the entry trajectory and computational methods. 

7. Material Response, Internal Heat Source, and Conduction Uncertainties 


Table 3. Convective Heat Flux Data Uncertainties 


Variable 

Nominal Value 

Low qconv 

High q conv 

Aluminum pc p (J/m 3 -K) 

2.475 x 10 6 (Ref. 6) 

-10% 

+10% 

Fiberglass pc p (J/m 3 -K) 

2.24 x 10 6 (Ref. 6) 

-10% 

+10% 

8 

0.89 

0.78 

1.0 

q int (W/cm 2 ) 

0.025 

0.05 

0 

Aluminum conduction 

None 

-25% on q conv 

None 

Fiberglass conduction 

None 

-5% on q conv 

None 


Uncertainties for all 
terms on the right hand side 
of Equation 2 are shown in 
Table 3. The uncertainties 
were combined to give low 
and high estimates for heat 
flux. A material response 
uncertainty is included to 
account for the lack of 
knowledge about the exact 
material properties of the 

aluminum and fiberglass base covers. Values for density and heat capacity were taken from representative 
materials 9 . A low estimate for convective heat flux results from low values for pc p and s, a high value for q inh and 
conduction effects included. The converse is true for a high heat flux calculation. The uncertainty in the RTG heat 
output was implemented as a +/-100% variation in the nominal output of 0.025 W/cm 2 . This heating contribution 
ended up being a small fraction of the total convective heat flux for the majority of the heat pulse. Conduction 
would be expected to affect the aluminum cover temperature more than the fiberglass temperature due to its much 
higher thermal conductivity. The effects of conduction were represented as a convective heat flux reduction of 25% 
for the aluminum and 5% for the fiberglass. A reduction in heat flux was used since conduction through the 
aeroshell structure would lead to higher temperatures at the thermocouple locations that were not due to external 
convective heat flux. The variation in the aluminum and fiberglass base cover heat flux data are shown as low and 
high estimates in a later section. 


2. Trajectory Uncertainties 


Trajectory uncertainties arise from 
uncertainties in the entry system (aerodynamics, 
mass, navigation) and atmosphere (density) that 
result in a probabilistic distribution of entry paths. 
For design purposes, a statistical analysis is often 
employed to select the worst-case heating 
environments for TPS design purposes. In lieu of 
having the uncertainty information for the 
LTARP trajectory, the TRAJ analysis is intended 
to represent trajectory uncertainties for the VL1 
entry. 
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Figure 11 shows an estimate for stagnation 
point heat flux using the Sutton-Graves formula 
with the FTARP and TRAJ freestream conditions. 

The peak heat flux from the FTARP trajectory is 
about 7% higher than the peak from the TRAJ 
trajectory. Computed afterbody heat fluxes on the 
two trajectories would be expected to differ by 
approximately the same amount. This difference is small compared to the overall uncertainty in the CFD heat flux 
predictions, so no additional cases were run on the TRAJ trajectory. 


Figure 11. VL1 Sutton-Graves Heat Flux from LTARP 
and TRAJ Trajectories 
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3. Computational Uncertainties 

A rigorous analysis of the afterbody heating sensitivities to computational model formulation (numerical, 
physical, and chemical) is beyond the scope of this paper. See Reference 35 for a discussion of the primary sources 
of uncertainty for Mars laminar heating predictions. In the current analysis, LAURA and DPLR were executed 
using the best available models for simulating chemically-reacting hypersonic flowfields in the Mars atmosphere. 
Standard boundary condition choices were made as they would be for flight vehicle aeroheating environments 
predictions, such as a super-catalytic wall condition and radiative-equilibrium wall temperature. The heat flux 
estimates assume a non-ablating surface, which is considered appropriate for VL1 given that the forebody heat flux 
was low and no ablative TPS material existed on the backshell. 

Much of the computational uncertainty is related to the grid topology and refinement at the aeroshell shoulder. 
Previous experience with a similar aeroshell geometry showed that at least one cell per 7 deg of turning angle was 
needed for grid independent afterbody heat flux predictions 3 . The Viking aeroshells had a much smaller shoulder 
radius than did the geometry modeled in Reference 3, so an even tighter grid spacing requirement was expected. A 
grid resolution study was conducted to examine effects of grid refinement in the streamwise and surface-normal 
directions. Other sources of computational uncertainty were not examined. 

III. Results 

The base cover temperature-time history data were converted to heat flux using Equation 2. Uncertainties for 
the material properties, internal heat source, and conduction effects from Table 2 were included in the heat flux 
estimates. Comparisons of Navier-Stokes computations and the derived heat flux at both base cover locations are 
shown for the LTARP VL1 entry trajectory using LAURA and DPLR. 

A. Convective Heat Flux Derived from Temperature Data 

Figure 12 shows the aluminum base cover convective heat flux derived from the raw temperature as a function 
of time. The nominal heat flux matches the estimate from Reference 2. Possible causes for the noisy data include 
flow unsteadiness and thermocouple performance. Upper and lower data bounds are due to uncertainties in material 
properties, the RTG heat output, and conduction effects. The heat flux for the aluminum base cover thermocouple is 
0.63-1.10 W/cm 2 at the time thermocouple failure occurred (11704.5 sec). The variation due to the estimated 
uncertainties at 11704.5 sec is +0.13/-0.34 W/cm 2 around the nominal value of 0.97 W/cm 2 . The data bounds are 
asymmetric because conduction effects are only included in the lower heat flux estimate. 

Figure 13 shows the same results for the fiberglass thermocouple location. Reference 2 data are between the 
nominal and low estimates. The derived heat flux exhibits even more noise that do the aluminum data. Peak heat 
flux is predicted to be 0.54-0.76 W/cm 2 at a time of 11710.5 sec, which is approximately 16 sec after peak 
stagnation point heat flux and 2.5 sec after peak dynamic pressure. This result is consistent with the analysis in 
Reference 3, which showed that maximum afterbody heat flux for an aeroshell similar to Viking using CFD methods 
occurs near the time of peak dynamic pressure. Including all uncertainty estimates and conduction effects, the 
variation in peak heat flux is +0.10/-0.12 W/cm 2 about the nominal value of 0.66 W/cm 2 . 

A five point moving average was used to smooth the data before making comparisons to the CFD flowfield 
computations. The smoothed data are shown in Figures 14 and 15 for the aluminum and fiberglass base covers, 
respectively. At 1 1702.5 sec, the aluminum heat flux is 0.60-1.04 W/cm 2 with a nominal value of 0.92 W/cm 2 . For 
the fiberglass base cover, the peak heat flux is 0.49-0.70 W/cm 2 with a nominal value of 0.61 W/cm 2 . 

Reference 6 reports that the VL2 aluminum base cover peak heat flux was 0.9 BTU/ft 2 -sec (1.02 W/cm 2 ) based 
on temperature data at the same location as the VL1 thermocouple. The assumptions governing that analysis are not 
known. The VL1 and VL2 entries were very similar and resulted in stagnation point heat fluxes that were within 3% 
of one another 6 . The assumption is that, had the aluminum base cover thermocouple survived the entire VL1 entry, 
the data would have shown the peak heat flux to be close to the VL2 value. The current analysis estimates the VL1 
peak nominal heat flux to be at least 0.97 W/cm 2 . The aluminum thermocouple failed approximately 6 sec prior to 
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the time of peak fiberglass base cover temperature. Extrapolation of the nominal VL1 aluminum heat flux past the 
time of thermocouple failure would likely lead to a peak value near that of VL2. 
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Figure 12. VL1 Aluminum Base Cover Convective 
Heat Flux Derived from Temperature Data (Raw 
Data) 


Figure 13. VL1 Fiberglass Base Cover Convective 
Heat Flux Derived from Temperature Data (Raw 
Data) 
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Figure 14. VL1 Aluminum Base Cover Convective Figure 15. VL1 Fiberglass Base Cover Convective 
Heat Flux Derived from Temperature Data Heat Flux Derived from Temperature Data 

(Smoothed Data) (Smoothed Data) 


The design limit for Viking afterbody heat flux was estimated to be only 0.57 W/cm 2 , which is well below the 
post- flight estimate of 1.02 W/cm 2 for VL2 6 . The author believes that the base cover heat flux was underestimated 
because it was based on the stagnation point heat pulse. Reference 3 showed that afterbody heat flux for an 
aeroshell similar to Viking continues to rise after peak stagnation point heat flux and reaches a peak near the time of 
maximum dynamic pressure. Figure 16 shows that the nominal heat fluxes for both base cover locations mirror the 
dynamic pressure pulse. Thus, simply using the stagnation point heat pulse to shape the afterbody heat pulse would 
have missed the peak afterbody heating conditions. 

The timing of the stagnation point heat pulse and afterbody heat pulse may explain the slope change in the 
normalized heat flux curve (Fig. 4) near a Reynolds number of 0.6 x 10 6 . Previous analysis attributed the slope 
increase to possible turbulent transition 2 . The Reynolds number (as calculated in Ref. 3) where the slope changes 
corresponds to the time at which stagnation point heat flux reaches a maximum, but afterbody heat flux is still rising. 
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Plotting the normalized heat flux, with stagnation point heat flux in the denominator, would cause a slope increase 
since stagnation point heat flux is decreasing and afterbody heat flux is still increasing at Re D = 0.6 x 10 6 . Figure 15 
shows that the base cover heat fluxes mirror the dynamic pressure pulse and are still rising after stagnation point 
heat flux has peaked. Figure 17 shows an updated version of Figure 4 using the current derivation of base cover 
heat flux, the Sutton-Graves stagnation point heating estimate, and an updated Reynolds number calculation. Again, 
the afterbody heat flux normalized by the Sutton-Graves formula shows a similar slope change at a Reynolds 
number of 0.6 x 10 6 . This does not necessarily mean that the slope change is not due to turbulent transition, but 
rather that other explanations are possible. Laminar CFD solutions for the Mars Pathfinder and Mars Exploration 
Rover wake flowfields produce the same slope change as the Viking data suggests, but those results have not been 
published. 



Figure 16. VL1 Base Cover Nominal Convective Heat Figure 17. VL1 Base Cover Nominal Convective Heat 
Flux (Smoothed Data), Dynamic Pressure, and Sutton- Flux as a Percentage of Sutton-Graves Heat Flux 
Graves Heat Flux (Smoothed Data) 


It is unlikely that the raw flight data noise (Fig. 12 and 13) is completely due to unsteady flow. Fluctuations 
may also be the result of thermocouple response characteristics. Measured base cover pressure data from Reference 
1 does not indicate similar noise resulting from an unsteady flowfield. The only anomalous behavior observed was a 
drop in pressure shortly after peak stagnation point heating. The decrease in base pressure was attributed to the 
effects of ablation and outgassing on wake composition 1 . 

B. Comparisons of Computed Convective Heat Flux with Flight Data 

LAURA and DPLR laminar full-body solutions were obtained along the VL1 entry trajectory at the time points 
in Table 3. The computed heat flux was based on the radiative-equilibrium wall temperature condition and surface 
recombination of C0 2 and N 2 to their freestream mass fractions. Symmetry was enforced across the pitch plane, so 
any effects of non-zero yaw were not investigated. Accelerometer measurements showed that yaw angles were at 
most 1 deg during entry 1 . A grid resolution study was performed to determine a computational grid that resulted in 
grid- independent heat flux. Finally, LAURA and DPLR heating computations are compared to the heat flux data. 

7. LAURA Grid Resolution Study 

Reference 2 presents a grid resolution study for an MSL entry vehicle that is very similar to Viking. The results 
showed that a grid with one streamwise cell per 7 deg of turning angle at the shoulder gave grid independent heat 
flux on the first afterbody cone. The ratio of the MSL shoulder radius to nose radius was 0.1, whereas the Viking 
ratio was 0.029. It was expected that the smaller Viking shoulder radius would require tighter streamwise spacing at 
the shoulder. Therefore, Viking solutions were initiated with essentially the same grid topology as the MSL baseline 
grid 2 . 
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In order to produce reliable afterbody 
heating estimates, the computational grid must 
capture the flowfield features shown in Figure 
18. The shear layer emanating from the 
shoulder is perhaps the most important flow 
feature since it influences the extent of the 
wake and vortical structures near the surface. It 
is critical to capture the shear layer with 
sufficient streamwise and normal grid points so 
that the effects are properly captured further 
downstream. 


A grid resolution study patterned after the 
one from Reference 2 was conducted for the 
Viking analysis. The grid resolution study 
consisted of running several LAURA solutions 
near the time of peak fiberglass base cover heat 
flux as derived from the temperature data 
(11710.5 sec). Beginning with the baseline 
grid, the mesh distribution was resolved to finer 
levels in all directions until the peak afterbody 
heating rate remain unchanged with further grid refinement. Solutions at the remaining trajectory times used the 
same mesh resulting from the grid resolution study. A full grid resolution study was not performed for each 
trajectory point. 

Table 4 summarizes the grids used in the refinement study, beginning with the baseline mesh (Grid 1). The 
surface mesh for Grid 1 is shown in Figure 19, showing relatively coarse streamwise spacing at the shoulder. Each 
subsequent grid possesses additional cells in the streamwise, circumferential, and/or normal direction for at least a 
portion of the grid. All grids were adapted to the boundary layer and bow shock within LAURA using the Re w 
specified in Table 4. The average streamwise resolution around the aeroshell shoulder is shown for each grid. 

Table 4. LAURA Grid Resolution Study 


Forebody 



Figure 18. Viking Wake Flowfield 


Grid 

Surface 

Cells 

Normal 

Cells 

Volume 

Cells 

Re w 

Avg. Deg./Cell 
at Shoulder 

Modification to Baseline Grid 

1 

6144 

64 

393,216 

1 

8.5 

Baseline 

la 

6144 

128 

786,432 

0.5 

8.5 

2x Normal 

2 

11,264 

64 

720,896 

1 

4.8 

2x Streamwise 

2a 

11,264 

128 

1,441,792 

0.5 

4.8 

2x Streamwise and 2x Normal 

3 

17,664 

64 

1,130,496 

1 

3.0 

4x Streamwise 


Results from the grid resolution study are shown in 
Figure 20. Initially, the solutions were run with local time- 
stepping i. e. the solutions were not run time-accurate. Using 
this approach, none of the grids in Table 4 gave steady state 
converged laminar heat flux predictions on the afterbody. 
Grids 1 and la predicted higher heat flux on the first 
afterbody windward cone compared to all other grids. 
Subsequent adaptations did not cause the solution to settle in 
the unsteady areas, even for the finest streamwise grid 
resolution. 

The grid resolution study from Reference 2 did not 
display the same type of unsteady flow behavior for similar 
grid topologies using local time-stepping. The indication is 



Figure 19. Surface Mesh for Grids 1 and la 
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that the Viking flowfield is more likely to be unsteady, possibly due to a sharper shoulder radius than was modeled 
for MSL in Reference 2. The flight heat flux data show noise that may the result of flow unsteadiness, but it is 
difficult to isolate the reasons for the fluctuations. 

Figures 21-23 show further results for Grid 3 at t = 11710.5 sec using local time-stepping. Successive grid 
adaptations did not improve the convergence of the afterbody solution. Figure 21 shows three adapted grid solutions 
with a converged forebody flowfield. The heat flux on the first windward cone is fairly stable, but the remaining 
base cover areas are not. Figure 22 shows the iteration histories of pressure and heat flux, respectively, for the 
forebody nose and two base cover thermocouple locations. A converged forebody solution is indicated by the 
converged nose pressure and heat flux. The base cover pressures and heat fluxes fluctuate fairly significantly. 
Figure 23 shows the base cover histories on an expanded scale. Unsteadiness in the flowfield solutions at both 
results in large pressure and heat fluctuations using local time-stepping. 




Figure 20. LAURA Afterbody Symmetry Plane Heat 
Flux at t = 11710.5 sec for Various Grids with Local 
Time-Stepping 


Figure 21. LAURA Afterbody Symmetry Plane Heat 
Flux at t = 11710.5 sec for Grid 3 with Local Time- 
Stepping after Successive Adaptations 



Figure 22. LAURA Pressure and Heat Flux Time- 
Histories on the Forebody Nose, Aluminum Base 
Cover, and Fiberglass Base Cover, Using Local Time- 
Stepping on Grid 3 at t = 11710.5 sec 


Figure 23. LAURA Base Cover Pressure and Heat 
Flux Time-Histories Using Local Time-Stepping on 
Grid 3 at t = 11710.5 sec 
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2. Effects of Global Time-Stepping 

Reference 36 analysis found that LAURA hypersonic solutions that were difficult to converge to a steady state 
benefited from using global time-stepping. The region between the Viking shear layer and afterbody surface is 
subsonic, so computational errors are propagated more easily in that area and could explain the difficulty in 
obtaining heat flux convergence. The Viking wake flow was almost certainly unsteady to some extent, so using 
time-accurate solutions was investigated as a method for improving the computational results. 

An implicit first-order time-accurate option using 20 sub- iterations was exercised for the LAURA solutions. 
The solutions were expected to either behave periodically over time or asymptotically approach a steady state heat 
flux. In the case of a periodically varying heat flux, a time average could be used for comparison to flight data. The 
solutions using local time-stepping were used as a starting point for the time-accurate results. A total of 
approximately 10000 iterations were run using a fixed global time step. The time step was chosen to be 5% of the 
time it takes the freestream velocity to travel the length of the aeroshell diameter. 


The results in Figures 24-27 show that global time-stepping immediately changed the behavior of the afterbody 
flowfield. Using a fixed time step after approximately 5000 iterations, pressure and heat flux no longer vary as 
randomly as they do with the local time-stepping. However, neither pressure nor heat flux appears to asymptotically 



Time-Histories with Local and Global Time-Stepping Time-Histories with Local and Global Time-Stepping 
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Figure 26. LAURA Aluminum Base Cover Heat Flux Figure 27. LAURA Fiberglass Base Cover Heat Flux 
Time-Histories with Local and Global Time-Stepping Time-Histories with Local and Global Time-Stepping 
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approach fixed values for either location. Both pressure and heat flux on the aluminum base cover continue to vary 
significantly with global time-stepping, perhaps due to an unsteady shear layer. The fiberglass base cover pressure 
(Fig. 25) shows the least variation of all results, but the heat flux is much more sensitive during the time of global 
time-stepping. Periodic behavior is not observed in the flowfield for either base cover location, either because not 
enough iterations were run or because none exists. Based on the unsteady nature of the flowfield, single-valued 
CFD heat flux results cannot be reported. Instead, the LAURA results are reported as average, low, and high heat 
flux over the final 10000 iterations using global time-stepping. The LAURA solutions were obtained on Grid 3, 
which has the highest streamwise resolution at the shoulder. DPLR solutions were also run on the finest grid using a 
fixed global time step for approximately 2000 iterations. 

3. Comparison of Viking and Mars Science Laboratory Wake Flowfields 

The approach used here to predict Viking laminar 
afterbody heating is similar to the one presented in Reference 3 
for the MSL entry vehicle. The MSL grid resolution study did 
not indicate the need for global time-stepping for grid 
topologies similar to those shown here. Stable and converged 
afterbody pressure and heat flux were obtained for the MSL 
geometry using grid resolution similar to that used here. The 
primary differences between the Viking and MSL analyses are 
the aeroshell shoulder radius and entry trajectory. The 

Reynolds numbers are higher on the MSL trajectory due to a 
higher entry velocity 3 . Figure 28 shows the Viking and MSL 
aeroshell geometries. The MSL aeroshell shape is simply a 
3.75-m diameter version of Viking with a larger shoulder 
radius. 

It is the author’s belief that the smaller Viking shoulder radius is primarily responsible for the difficulty in 
modeling the wake flowfield. Figure 29 compares streamlines and normalized velocity contours for the Viking and 
MSL aeroshells at a Reynolds number near 1.0 x 10 6 and an angle of attack of about 11 deg. The influence of the 
shoulder radius can be seen in the shear layer angle of departure from the shoulder. For Viking, the leeside shear 
layer is almost parallel to the body rotational axis. In contrast, the MSL leeside shear layer rotates clockwise from 
the horizontal and is closer to the afterbody surface. On both the windside and leeside, the region between the shear 
layer and body surface is larger for Viking than it is for MSL. Viking’s larger wake enclosure results in two large 
vortices on the leeside and smaller vortices on the windside second cone. These types of flowfield structures would 
not be expected to remain steady and would not lend themselves to a single-valued heat flux computation. The 
contention is that the larger MSL shoulder radius permits attached flow further rearward on the first afterbody cone, 


Viking (R s / R n = 0.029) 
MSL(R s /R n = 0.1) 



Figure 28. Viking and MSL Aeroshell 
Shapes 




Figure 29. Viking (Left) and MSL (Right from Ref. 3) Symmetry Plane Streamlines and Normalized Velocity 

Contours at a « 11 deg and Re D « 1.0 x 10 6 
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resulting in a narrower wake enclosure and no large vortices between the shear layer and body surface. Viking’s 
sharp shoulder radius causes earlier flow separation and a larger wake enclosure populated with multiple vortices. 
Using local time-stepping with an unsteady flowfield is not a well posed problem. Global time-stepping is shown to 
remove noise in the Viking solutions, but not produce a converged steady state flowfield. 

4. Laminar CFD Comparisons to Heat Flux Data 

Time-accurate heat flux solutions were compared to the flight data. The CFD results are reported as average, 
low, and high heat flux using global time-stepping. This process was employed only after the forebody solution had 
converged. All forebody solutions were grid converged and grid independent. That is, the forebody surface 
quantities e. g. pressure and heat flux, did not change significantly after successive grid adaptations. 

Comparisons between the CFD base cover heat flux computations and values derived from the flight data are 
shown in Figures 30 and 31. The three data curves represent the nominal, low, and high estimates of heat flux as 
derived from temperature data and including uncertainties. Both CFD codes give heat flux that is lower than the 
aluminum data indicate (Fig. 30). The LAURA results are below even the lowest heat flux estimate from the 
temperature data. DPLR gives somewhat higher heat flux, but at most it is equal to the lowest flight data estimate 
(at 1 1691.5 sec). LAURA gives a heat pulse that is somewhat more random than the DPLR heat pulse. A drop in 
DPLR heat flux at 11703.5 sec occurs for unknown reasons and demonstrates the difficulty in interpreting the 
results. The highest heat flux from the LAURA solutions occurs at 11708 sec, which is the time of peak dynamic 
pressure. This result agrees with previous analysis showing that afterbody heat flux mirrors dynamic pressure. The 
spread in the CFD heat flux values is larger for later times (and higher Re D ). In fact, the difference between the low 
and high CFD values is a large fraction of the average for some times. LAURA average heat flux is 60-80% lower 
than the nominal data. The difference between DPLR average heat flux and the nominal data is 40-60%. 

The same results are shown for the fiberglass base cover in Figure 31. The CFD heat flux results exhibit 
unsteady behavior similar to the aluminum base cover results. Neither code predicts a smoothly varying heat pulse 
like the data. The LAURA average heat flux fluctuates more than the DPLR average. LAURA predicts the highest 
heat flux to occur at peak dynamic pressure (11708 sec.). However, the CFD results possess too much scatter to 
draw any further conclusions. LAURA average heat flux is 20-75% lower than the nominal data. The difference 
between DPLR average heat flux and the nominal data is 30-65%. Both codes predict high heat flux values that are 
bounded by the data for some of the solutions. The fiberglass base cover thermocouple location is in a large 
subsonic area that would be expected to be even more influenced by unsteady shear layer development. Perhaps that 
is the reason that the CFD solutions exhibit more scatter than the aluminum base cover results. 
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Figure 30. LAURA and DPLR Aluminum Base Cover Figure 31. LAURA and DPLR Fiberglass Base Cover 
Heat Flux Compared to Flight Data Heat Flux Compared to Flight Data 


There are possible reasons why the heat flux data may be lower than the results shown here. Figure 32 shows 
the aluminum base cover heat flux data and the relative contributions of the terms in Equation 2. Conduction effects 
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are not included in the nominal heat flux. The same information is plotted for the fiberglass base cover in Figure 33. 
The contribution of the pc p term to total convective heat flux increases as the heat flux increases for both base cover 
locations. The aeT 4 term has a lesser influence on convective heat flux for most of the heat pulse, especially for the 
aluminum cover. Both the pc p and acT 4 terms would not be expected to have uncertainties much larger than those 
used here because they are a function of well known material properties. Thus, the RTG internal heat source and 
conduction terms are considered the only ones that could lead to a significantly lower derived heat flux than is 
presented here. Figures 32 and 33 show that the RTG heat source contribution is small relative to all other terms 
(<10% of peak q conv ), so the uncertainty in that term would have to be much larger in order to have a noticeable 
effect. As mentioned before, details of the RTG operation during entry were not found. Also, the effects of the 
RTG location and wind covers are not known. Based on drawings of the aeroshell (Fig. 5), the RTG’s are closer to 
the fiberglass base cover, but the clocking angle relative to the thermocouple is unknown. It is conceivable that 
local hot spots were present on the base cover due to the close proximity of the RTG units. Nevertheless, the 
estimated RTG heat output is a small percentage of the total heating, especially near the time of peak heat flux. The 
author’s belief is that the conduction effects, especially for the aluminum base cover, are more likely to be 
underestimated. However, lack of knowledge about the structural details prevents a more rigorous assessment of 
conduction effects. 
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Figure 32. Aluminum Base Cover Nominal Heat Flux 
Data and Relative Contributions from Equation 2 


Figure 33. Fiberglass Base Cover Nominal Heat Flux 
Data and Relative Contributions from Equation 2 


Improper surface catalysis modeling may explain the low CFD results. See Reference 35 for a discussion of 
catalysis effects on Mars laminar forebody heating predictions. The primary recombination reactions at the surface 
are as follows 35 : 


C0 + 0^>C0 2 , AE = 5.51 eV (5) 

0 + 0^0 2 , AE = 5.16 eV (6) 

In flight, these exothermic reactions compete for the O atoms available for recombination. The mechanisms and 
sensitivities of these reactions are poorly understood and not easily measured. In practice, the CFD solutions are run 
with the super-catalytic wall boundary condition, which specifies recombination of C0 2 and N 2 to their freestream 
mass fractions at the surface. This boundary condition is enforced regardless of whether the local surface conditions 
would allow full recombination to occur. In flight, if CO and O do not fully recombine on the forebody surface, 
those species could be carried into the wake flowfield where the residence times are much longer. Given more time, 
the CO and O would be more likely to recombine at the afterbody surface and result in augmented heating. The 
CFD solutions do not allow excess CO and O to reach the afterbody, so the potential afterbody heating augmentation 
cannot be realized. Thus, improper modeling of surface catalytic reactions could lead to low CFD afterbody heating 
results. The magnitude of this catalytic effect on afterbody heat flux is unknown. 
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It is possible that improvements in the grid topology and shear layer resolution would improve solution 
convergence. Currently, LAURA and DPLR adapt the surface-normal grid cells to the boundary layer and bow 
shock. Automatic clustering at a free shear layer was not employed in the current analysis. The addition of this 
capability should be examined for its effect on solution stability with local and global time- stepping. Improved 
resolution of the shear layer could lead to more accurate results in the region between the shear layer and surface, 
where much of the unsteadiness originates. However, improvements in the grid topology and adaptation will not 
eliminate inherent flowfield unsteadiness. 


It is important to note that even though the CFD 
predictions for the two base cover locations are low 
compared to the data, this does not necessarily mean 
that CFD would result in low heating predictions for 
an actual TPS design. Figure 34 shows a contour 
plot of heat flux from the LAURA solution at 
1 1710.5 sec. The maximum heat flux does not occur 
at either of the thermocouple locations, but rather at 
two other locations. In fact, the heat flux on the 
entire base cover varies by an order of magnitude. 

One of the hot spots is close to the aluminum base 
cover thermocouple. It is conceivable that even a 
small yaw angle could move the hot spot directly 
onto the aluminum base cover thermocouple 
location. This would result in a heat flux increase of 
more than 100% over the value reported with zero 
yaw angle. The CFD results at 11708 sec (Fig. 26 
and 27) suggest that a hot spot may have moved over 
both thermocouple locations during the time-accurate 
solution process. The flight data indicate a yaw 
angle near 1 deg throughout entry 1 . Full three- 
dimensional CFD solutions with a non-zero yaw angle are recommended to examine the effects on heat flux. 



q w (W/cm 2 ) 

0.50 
0.45 
0.40 
0.35 
0.30 
0.25 
0.20 
0.15 
0.10 
0.05 
0.00 


Figure 34. LAURA Base Cover Heat Flux at t = 
11710.5 sec After 10000 Iterations with Global Time- 
Stepping 


In the design process, the maximum heat flux on the entire afterbody would be identified as the limiting value. 
Plus, an additional uncertainty would be added to an already conservative estimate. Afterbody heating uncertainties 
are typically much larger due in part to the difficulties illuminated here. If the afterbody is considered to be 
unsteady for a future entry vehicle design, time-accurate CFD solutions should be run to determine the maximum 
heat flux over a given time period, similar to the process that was presented here. 


All CFD cases shown here were run assuming laminar conditions. Although the data is inconclusive, the wake 
flowfield may have been turbulent at the time of peak stagnation point heating. If the wake flowfield was turbulent, 
the shear layer structure could be significantly altered and the heat flux may be augmented. In that case, 
computational methods for obtaining turbulent solutions should be investigated. LAURA and DPLR have several 
turbulence model options available, however their applicability to wake flowfields is questionable. Methods other 
than Navier-Stokes solvers may be better suited to predict massively separated turbulent flowfields. One method 
which has shown promise is Detached Eddy Simulation (DES) 37 . The DES method is designed for an unsteady 
flowfield at high Reynolds number conditions, where turbulence is more likely. The development of the DES 
method is recent and its use for hypersonic blunt-body wake flowfields would be a good test of its capabilities. 


Given the discrepancies between Viking flight data and Navier-Stokes CFD methods, continued improvements 
in the computational tools and their application are needed before large reductions in afterbody heat flux 
uncertainties can be realized. The amount of relevant afterbody heat flux data is sparse, especially at Mars entry 
conditions. The only other flight data that exists for a Mars entry is from Pathfinder 4 . Unfortunately, two of the 
three afterbody thermocouples failed during entry 38 . A comparison between CFD methods and the remaining 
thermocouple data is recommended. Finally, additional ground testing with flight-relevant conditions is 
recommended for code validation. The continued comparison of CFD methods with relevant ground and flight data 
is the best method for developing and validating the computational tools for afterbody heating prediction. 
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IV. Summary and Conclusions 


Computational fluid dynamics solutions of the Viking Lander 1 entry vehicle flowfield were obtained to 
compare afterbody heat flux predictions to flight data. Temperature data at two locations on the entry aeroshell base 
cover were converted to convective heat flux using the one-dimensional heat balance equation. The heat flux 
derivation includes uncertainties for material response, internal heats sources, and conduction effects. The heat flux 
at the aluminum base cover thermocouple was derived to be 0.63-1.10 W/cm 2 at the time the sensor failed, with a 
nominal value of 0.97 W/cm 2 . Peak heat flux for the fiberglass base cover was derived to be 0.54-0.76 W/cm 2 , with 
a nominal value of 0.66 W/cm 2 . Peak fiberglass heating occurred 16 sec after peak stagnation point heat flux and 
2.5 sec after peak dynamic pressure. The heat pulses for both thermocouples mirror the freestream dynamic 
pressure and lag behind the stagnation point heat pulse. 

Navier- Stokes solutions of the wake flowfield were obtained with the LAURA and DPLR CFD codes using 
finite-rate chemistry, radiative- equilibrium wall temperature, and full surface recombination of C0 2 and N 2 . The 
original LTARP post-flight trajectory analysis was used to define freestream conditions as a function of time. 
LAURA solutions did not yield steady state wake flowfields using local time-stepping. The belief is that the small 
Viking shoulder radius does not permit attached flow beyond the aeroshell maximum diameter, leading to multiple 
unsteady vortices between the shear layer and afterbody surface. Time-accurate solutions with global time-stepping 
improved computational stability, but the heat flux did not approach a fixed steady state. Both CFD codes predict 
unsteady flow at each base cover location as determined from time-histories of pressure and heat flux. The 
conclusion is that the wake flowfield is unsteady to the extent that steady state CFD results cannot be reported. 

An approach was used to average the CFD base cover heat flux using the time-accurate results. Both LAURA 
and DPLR give average base cover heat fluxes that are generally far below the flight data. The CFD heat flux is 40- 
80% below the nominal aluminum base cover data and 20-75% below the nominal fiberglass data. A large amount 
of scatter in the CFD results makes it difficult to make concrete conclusions about using modern methods for 
afterbody heating and indicates the difficulty in computing wake flowfields. Possible reasons for the mismatch 
between CFD and the data include underestimated conduction effects, improper surface catalycity modeling, and 
other limitations of the computational methods. The effects of non-zero yaw angle were not included and should be 
examined with CFD. Improved computational solutions may be possible with more advanced grid topologies that 
allow adaptation to the afterbody shear layer. Other computational methods, such as Detached Eddy Simulation, 
may be better suited to computing a massively-separated wake flowfield that is unsteady and possibly turbulent. 
The continued use of conservative afterbody heat flux uncertainties is recommended for future Mars entry vehicles 
pending improvements in the computational methods and additional validation efforts. 
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Computational fluid dynamics predictions of Viking Lander 1 entry vehicle afterbody 
heating are compared to flight data at two thermocouple locations. The analysis includes a 
derivation of heat flux from temperature data and a discussion of available reconstructed 
entry trajectories. Navier-Stokes computational solutions are obtained with two separate 
codes using an 8-species Mars gas model in chemical and thermal non-equilibrium. Based 
on the raw temperature-time history data, convective heat flux is derived to be 0.70-1.10 
W/cm 2 for the aluminum base cover at the time of thermocouple failure. Peak heat flux at 
the fiberglass base cover thermocouple is estimated to be 0.55-0.74 W/cm 2 , occurring 16 
seconds after peak stagnation point heat flux. Converged laminar flowfield solutions are not 
obtained on the afterbody due to unsteady wake flow for all Reynolds numbers considered. 
Both thermocouple locations are lie within the unsteady separated flow region of the base 
cover. Heat flux computations averaged over the solution history are below the flight data 
for both base cover locations. Possible reasons for the mismatch between flight data and 
flowfield solutions include underestimated conduction effects and limitations of the 
computational methods. 


Nomenclature 


a 

speed of sound (m/sec) 

D 

aeroshell diameter (m) 

GCSC 

Guidance Control and Sequencing Computer 

h 

altitude above reference ground level (km) 

MSL 

Mars Science Laboratory 

P 

pressure (Pa) 

q 

heat flux (W/cm 2 ) 

R s 

aeroshell shoulder radius of curvature (m) 

R n 

aeroshell nose radius of curvature (m) 

Re 

Reynolds number, puD/p 

RTG 

Radioisotope Thermoelectric Generator 

T 

temperature (K) 

TPS 

Thermal Protection System 

t 

GCSC time (sec) 

V 

velocity relative to atmosphere (km/sec) 

VL1 

Viking Lander 1 

VL2 

Viking Lander 2 
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X, Y, Z computational coordinates measured from nose (m) 

a angle of attack (deg) 

s surface emissivity 

Ar| grid cell height at wall (m) 

p viscosity (kg/m 2 -sec) 

p density (kg/m 3 ) 

a Stefan’s constant (5.67 x 10" 8 W/m 2 /K 4 ) 

Subscripts 

conv convective 

D based on aeroshell diameter 

nose forebody nose 

SG Sutton-Graves formula 

w wall condition 

oo freestream condition 

I. Introduction 

T 

-L he 1976 Viking missions represented the first successful U. S. landing on the surface of Mars. Both Viking 
Lander 1 and 2 (VL1 and VL2) entry capsules entered from orbit at an atmosphere-relative velocity of 4.5 km/sec 1 . 
Thermocouple gages were placed on each entry vehicle afterbody, or base cover , to collect temperature data and 
validate pre-flight estimates of heat flux during entry. Pre-flight estimates, including a factor of safety of 1.5, 
predicted that backshell heating rates would be about 3% of the forebody nose laminar value 1 . Post-flight analysis 
of the temperature response showed that the heating rates were as high as 4.2% of the nose laminar heating level 1 . 
Previous analysis suggested that the higher than expected heat flux may have been caused by turbulent transition 2 . 
Recent computational fluid dynamics (CFD) analysis of the Mars Science Laboratory predicted afterbody heat 
fluxes as high as 3% (without a factor of safety) of the laminar forebody level for an aeroshell similar to Viking 3 . 

The objective of this paper is compare CFD afterbody computations to heat flux derived from flight 
temperature data. This is the first known documented effort to compare heating from modem CFD methods to 
Viking flight data 4 . An analysis of the flight data is presented along with Navier-Stokes solutions of the Viking 
entry vehicle flowfield. The intended benefit is to validate the computational tools against flight data for blunt body 
wake flowfields and guide the determination of afterbody aeroheating uncertainties for future Mars entry vehicles. 
The current practice is to use large afterbody aeroheating uncertainties because of limited flight data for code 
validation and difficulty in predicting wake flowfields. Large uncertainties lead to added thermal protection system 
(TPS) material mass on the backshell, which can adversely affect aerodynamic stability and take away mass that 
could potentially be used elsewhere in the entry system. As entry system mass and performance increase for future 
missions, the need for lift requires flying at a non-zero angle of attack (a), which exposes the backshell to a 
potentially more severe heating environment. For example, a trim a of 16 degrees has been considered for the Mars 
Science Laboratory 5 . Additional landed mass also requires more volume, which increases backshell TPS surface 
area and exposes the afterbody to more extreme conditions. Validation of computational tools using Viking flight 
data is an important step in understanding how much uncertainty is necessary for afterbody heating estimates and 
determining where computational improvements are needed. 

II. Analysis 

The following sections describe the Viking aeroshell configuration, the temperature flight data collected, a 
derivation of convective heat flux, and estimates for data uncertainties. The computational approach used to model 
the wake flowfield is described, followed by comparisons to the flight data. 

A. Aeroshell and Base Cover Thermocouples 
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Figure 1 shows the Viking entry vehicle aeroshell geometry. The entry vehicle was a 3. 5 -meter diameter 70- 
degree sphere-cone forebody with a biconic afterbody 3 * . A 70-degree sphere-cone has been the forebody shape for 
all subsequent Mars atmospheric entry aeroshells. The radial center of gravity was placed to achieve a hypersonic 
lift-to-drag ratio of 0.18 at nominal a of -11.1 deg 1 . The base cover was constructed of 0.0406 cm of laminated 
glass fabric and phenolic resin (fiberglass) for the inner cone, and 0.0254 cm of aluminum alloy for the outer cone 6 . 
No ablative thermal protection material existed on the backshell, presumably because the pre-flight estimate of heat 
flux was small 1 (3% of 24 W/cm 2 forebody stagnation point heat flux). 

Temperature gages were installed at two locations on the VL1 base cover to verify pre-flight predictions of 
afterbody heat flux. Thin-film gages were spot-welded to the aluminum and fiberglass base covers at the locations 
shown in Figure 2 2 . The thermocouple locations are accurate to within 1 inch radially and 0.5 inches 
circumferentially 7 . No information was found on the thermocouple performance characteristics, other than the 
thermocouples did not have identical specifications 7 . 


B. Derivation of Convective Heat Flux from Temperature Data 
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Base Cover Outer Cone ^ 
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Figure 1. Viking Entry Vehicle Geometry in the Figure 2. Location of Base Cover Thermocouples 
Computational Coordinate System (from Ref. 3) Assuming Pitch-Plane Symmetry in the Computational 

Coordinate System (from Ref. 4) 


The VL1 temperature-time histories at both base 
cover locations are shown in Figure 3. The 
thermocouple on the aluminum cover started at a 
lower temperature than did the fiberglass 
thermocouple and experienced a more rapid 
temperature increase during entry. The aluminum 
thermocouple failed during VL1 entry near 11703 
sec GCSC time, but useful data was collected prior 
to that time. The aluminum base cover had not yet 
reached its peak temperature when the sensor failed. 
The thermocouple on the fiberglass cover operated 
successfully through the entire entry. 

The author made an unsuccessful attempt to 
find the post- flight analysis of the VL1 backshell 
temperature and predictions for VL2 mentioned in 
Reference 8. That analysis showed that the VL1 
fiberglass base cover temperature exceeded pre-flight 
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Figure 3. VL1 Base Cover Temperature-Time 
Histories (from Ref. 7) 
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estimates based on 3% of the stagnation point heat flux 1 . Table 1 recreates the base cover temperature predictions 
and flight data from Reference 1 . Both thermocouples reached higher temperatures than expected, but they were 
still below the worst-case estimates. Figure 4 shows a previous analysis from Reference 2 of base cover heat flux 
normalized by laminar nose heating rate for both VL1 gages as a function of freestream Reynolds number (Re D ). 
An abrupt increase in heating rate occurred at a Re D near 0.6 x 10 6 and was attributed to possible turbulent 
transition. 
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Table 1. VL1 Peak Base Cover Temperatures (from 
Ref. 1) 
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Figure 4. VL1 Base Cover Heat Flux Normalized by 
Forebody Nose Heat Flux (from Ref. 2) 

The current analysis extends the work from Reference 2 to include estimates of material response and internal 
heat source uncertainties, as well as conduction effects for the purpose of validating CFD methods. The base cover 
temperature data used in the Reference 2 analysis were obtained as a function of time and used to derive heat flux 
based on the one-dimensional heat balance at each thermocouple location 7 . That heat balance can be written as the 
following equation: 


conv Qint ~ Qrad + Qcond = (* p S ( AT / At ) ( 1 ) 


The terms are defined as: 

q conv : external convective heat flux 

q int : internal heat source 

q ra d: outward radiated heat flux = acT 4 

Tcond* conduction effects 

p: aeroshell skin density 

c p : aeroshell skin specific heat 

s: aeroshell skin thickness 

AT/At: time rate of change of temperature 

Solving for the convective heat flux gives the following equation: 

Qconv = pc p s( AT / At) + <jsT 4 - q int - q cond ( 2 ) 

The first term dominates the heat flux calculation for the majority of the entry trajectory. A second-order finite- 
difference approximation of the flight data was used to calculate the temperature-time slope. A range of material 
properties for the aluminum and fiberglass was used to represent a range of possible material responses. The exact 
density, specific heats, and emissivities for the aluminum and fiberglass were not found, so representative nominal 
values were taken from standard materials 9 . 

Two radioisotope thermoelectric generator (RTG) units provided the primary internal heat source. One unit was 
located on each side of the lander to provide power during ground operations (Fig. 5). The RTG’s were located 
close to the second base cover cone and were shielded by wind covers. The proximity of the RTG’s may explain 
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why the fiberglass thermocouple started at a higher temperature than did the aluminum cover. Each unit contained a 
plutonium oxide heat source with a nominal thermal output of 675 W, for a total of 1350 W 10 . The heating 
contribution for the purpose of deriving convective heat flux was estimated to be 0.025 W/cm 2 . This value is equal 
to the total heat output (1350 W) divided by the surface area of the second base cover cone (53,400 cm 2 ). Since no 
specific information on the RTG operation during entry was found, that estimate for the heat output was used for the 
current analysis. The analysis in Reference 2 used 0.010 W/cm 2 for the RTG heat output 7 , which is approximately 
equal to the total heat output (1350 W) divided by the total base cover surface area (126,500 cm 2 ). An uncertainty 
for the RTG heat output is also included in the results. 

A rigorous analysis of the conduction effects was not performed due to unknown details of the base cover 
structure. The conduction effects were reduced by the fact that the thermocouples were installed midway between 
aeroshell rib stiffeners 7 . Figure 6 shows the base cover ribs, which were located about every 9 degrees of 
circumferential angle. However, additional information that would help make an estimate of conduction effects is 
not possible. Conduction would be expected to have more of an effect on the aluminum cover due to its higher 
thermal conductivity. Estimates for all material response uncertainty sources, including conduction effects, are 
presented in a later section. 



Aeroshell Heatshield 


RTG Units 


Base Cover 


Lander 



Figure 5. Viking Entry Vehicle (from Ref. 6) Figure 6. Viking Base Cover (from Ref. 6) 


C. VL1 Entry Trajectory 

Freestream velocity, density, and temperature are required input for the computational tools used to predict the 
wake flowfield and base cover heat flux. Several efforts 11 " 16 have been made to reconstruct the Mars atmosphere 
(density and temperature vs. altitude) and Viking entry trajectories (velocity vs. altitude). The atmospheric density 
profile can be reconstructed from on-board accelerometers and knowledge of the entry capsule’s aerodynamic 
characteristics. Seiff and Kirk produced the seminal work on constructing a Martian atmospheric model derived 
from flight telemetry 11 . Blanchard used measured accelerations and pressure to obtain the entry trajectory 
independent of assumed aerodynamic characteristics 12 . For the purposes of this analysis, the post-flight VF1 entry 
trajectory as predicted using the Fander Trajectory and Atmospheric Reconstruction Program 17 (FTARP) was used 
for specifying freestream conditions as a function of time. The FTARP trajectory was used in part because the data 
was available as a function of GCSC time, as was the base cover thermocouple data. Having the trajectory and 
thermocouple data both as a function of time made it easier to synchronize the computational predictions with the 
temperature data. 

The FTARP trajectories for VF1 were obtained in hardcopy form 7 and digitized to extract freestream conditions 
for the CFD solutions. The original assumptions that went into the FTARP trajectory are unknown e. g. entry 
vehicle aerodynamics and mass. In order to provide a check of the FTARP results, a new trajectory analysis for this 
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paper was also performed with the TRAJ 18 tool. The following section describes the TRAJ analysis and 
assumptions using the best available data. 

1 . TRAJ Trajectory Analysis 

Any attempt at reconstructing the Viking 1 trajectory must start from the atmospheric model derived from the 
VL1 trajectory described in Seiff and Kirk’s paper 11 . Unfortunately, the paper did not specify many of the critical 
parameters used in constructing their atmospheric model, e.g. entry vehicle mass and dimensions, entry vector, 
aerodynamics, etc. Only the atmospheric model and referenced planet ellipsoid from Reference 11 are useful 
towards reconstructing the VL1 trajectory. Fortunately, Seiff did provide a trajectory listing in microfiche to the 
National Space Science Data Center 13 . Other references must be used for finding the omitted parameters. 

The VL1 aeroshell total mass at separation from the orbiter was 1056.9 kg and the propellant mass expended to 
deorbit the aeroshell was 71.6 kg 1 . During the coast period after the deorbit bum, the autopilot established a pitch- 
over rate by using its reaction control system (RCS) to maintain a constant angle of attack of 20 deg. The aeroshell 
maintained this angle of attack until 6 minutes before reaching the entry interface at which time the autopilot 
adjusted the pitch-over rate to maintain a constant angle of attack of -11.1 deg 14 . When the inertial measurement 
unit detected 0.05 g deceleration, the autopilot stopped maintaining a constant angle of attack and allowed the 
vehicle to drift to its natural trim angle-of-attack. The vehicle followed damped sinusoidal attitude until it reached 
its trim angle of attack. The actual trim angle of attack is difficult to determine from the telemetry data (the raw data 
is not self consistent). The pre-flight estimated trim angle of attack was -11.1 deg. Based upon knowledge of 
consumed propellant, the entry mass at atmospheric interface for the VL1 aeroshell was 983.9 kg. 

The entry interface for VL1 was arbitrarily defined as an altitude of 243.84 km (800,000 ft.) 6 . Unfortunately, 
the various published entry vectors are not consistent: 

From Reference 1: 

Inertial velocity: 4.61 km/sec 
Inertial entry angle: -16.97 deg 
Aerographic latitude: 12.53 deg 
Aerographic east longitude: -62.11 deg 

From Reference 6: 

Inertial velocity: 4.61 km/sec 
Inertial entry angle: -16.99 deg 
Aerographic latitude: 12.78 deg 
Aerographic east longitude: -62.15 deg 

From Reference 12: 

Relative velocity: 4.42 km/sec 
Relative entry angle: -17.63 deg 
Inertial velocity: 4.62 km/sec 
Inertial entry angle: -16.85 deg 

The entry vector that reproduces Seiff s trajectory from Reference 13 is the most believable solution because the 
VL1 atmospheric model was derived from that trajectory. The actual entry vector for VL1 was not provided in 
Reference 13, but an entry vector was deduced from a computer listing of the trajectory. New simulated trajectories 
for VL1 were iteratively generated using TRAJ. The entry velocity and position vectors were adjusted until the 
velocity and position vectors matched Seiff s trajectory at 126.05 sec after entry. This approach provided a good 
overall match between the two trajectories. The last position vector listed in Seiff s trajectory was at 218 sec after 
entry at an altitude of 26.88 km, areocentric latitude of 21.0 deg, and longitude of -49.87 deg. The position vector 
for TRAJ 218 sec after entry was an altitude at 26.98 km, areocentric latitude at 20.94 deg. and longitude at -49.91 
deg. 
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The resultant TRAJ entry vector matches the data from Reference 13 and shows excellent agreement with the 
results from Reference 1 : 

Entry altitude: 241.48 km 
Inertial velocity: 4.60 km/sec 
Inertial entry angle: -17.01 deg 
Inertial azimuth angle: 54.17 deg 
Aerographic latitude: 12.67 deg 
Aerographic east longitude: -62.07 deg 

An important parameter that a VL1 trajectory should reproduce is the time from atmospheric entry to parachute 
deployment, i.e. 429 sec. Parachute deployment was supposed to occur when the radar altimeter sensed an altitude 
of 19000 ft. However, parachute deployment actually occurred for VL1 at an altitude of 5.87441 km (19273 ft) 1 . 
TRAJ was programmed to deploy the parachute at the same altitude. The average trim angle of attack was adjusted 
until the time from atmospheric entry to parachute deployment was 429 sec. The resultant angle of attack fixed at 
164.2 sec after entry was -10.25 deg. 

The ultimate measure of the VL1 trajectory simulation is the landing location. The actual landing location was 
aerographic latitude 22.46 deg (aerocentric latitude 22.22 deg) and longitude -48.01 deg 6 . TRAJ simulated 
parachute deployment but also made the simplifying assumption that the lander remained attached to the parachute 
until surface impact. The TRAJ calculated landing location was aerocentric latitude 22.20 deg. and longitude -47.82 
deg. 

Figure 7 compares the original LTARP trajectory with the current TRAJ analysis. For a given velocity, the 
FT ARP altitude is up to two kilometers lower than the TRAJ altitude. Density and velocity are shown in Figure 8 as 
a function of time because they primarily govern the aeroheating environment. FTARP’s lower altitude results in a 
11% lower density at a GCSC time of 11700 sec. Based on the relatively small differences in the velocity and 
density variations with time between the TRAJ and FT ARP results, the FTARP trajectory was used for the current 
analysis. 




Figure 7. LTARP and TRAJ VL1 Trajectories Figure 8. VL1 Freestream Velocity and Density 

from LTARP and TRAJ Trajectories 


Figure 9 shows the LTARP angle of attack is generally within a degree of the target value of -11.1 deg. It is 
unknown how the angle of attack estimate was made, but a comparison with Reference 12 shows that the LTARP 
angle of attack matches closely to onboard accelerometer measurements. The LTARP angle of attack does not 
oscillate like the onboard data does, but the differences between the two are negligible. 
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Sutton-Graves convective heat flux 19 , dynamic pressure, and Reynolds number based on aeroshell diameter 
are shown in Figure 10. The Sutton-Graves formula is for a sphere with the same radius of curvature as the Viking 
forebody nose (0.8763 m). The effective radius of curvature for the sphere-cone heatshield is larger, so the Sutton- 
Graves estimate slightly overpredicts the heat flux near 24 W/cm 2 encountered during flight 1 . The peak stagnation 
point heat flux occurs at 11691.5 seconds GCSC time, followed by peak dynamic pressure at 11708 seconds, and 
peak Re D at 1 1716.5 seconds. Previous analysis from Ref. 3 for a similar aeroshell showed that afterbody heat flux 
reaches its peak between maximum dynamic pressure and peak Re D . Computational solutions were obtained at the 
freestream conditions shown in Table 2. Temperature was taken from Reference 12 as a function of altitude. A 
positive angle of attack was specified in the computational solutions. 
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Figure 9. VL1 Entry Angle of Attack from LTARP 
and Flight Data 


Figure 10. LTARP VL1 Sutton-Graves Heat Flux, 
Dynamic Pressure, and Reynolds Number 


Table 3. Freestream Conditions for CFD Solutions 


t (sec) 

h (km) 

Voo (km/sec) 

Poo (kg/m 3 ) 

Too (K) 

Moo 

Re D x 10' 6 

a (deg) 

11687.5 

44.1 

4.30 

2.15 

X 

10- 4 

139.2 

22.2 

0.474 

10.61 

11691.5 

41.0 

4.16 

3.22 

X 

10- 4 

145.0 

21.2 

0.654 

10.71 

11694.5 

38.9 

4.03 

4.18 

X 

io - 4 

151.5 

20.0 

0.785 

10.85 

11697.5 

36.8 

3.88 

5.12 

X 

1 O' 4 

155.9 

18.9 

0.896 

11.12 

11700.5 

34.7 

3.70 

6.10 

X 

1 O' 4 

160.0 

17.8 

0.990 

11.37 

11703.5 

33.3 

3.50 

7.24 

X 

io - 4 

162.9 

16.7 

1.090 

11.57 

11705.5 

32.2 

3.38 

8.00 

X 

10- 4 

164.7 

16.1 

1.147 

11.70 

11708.0 

31.2 

3.20 

8.97 

X 

io - 4 

166.3 

15.2 

1.207 

11.84 

11710.5 

30.3 

3.03 

9.94 

X 

io - 4 

167.9 

14.3 

1.255 

11.97 

11713.5 

29.3 

2.81 

1.12 

X 

10' 3 

168.9 

13.2 

1.306 

12.06 

11716.5 

28.5 

2.62 

1.24 

X 

10" 3 

170.4 

12.2 

1.323 

12.11 


D. Computational Methods 

Navier-Stokes solutions of the VL1 entry vehicle flowfield were obtained using two different CFD codes. 
Primary solutions were obtained using the Langley Aero thermodynamic Upwind Relaxation Algorithm (LAURA) 20 . 
Additional solutions were obtained using the Data Parallel Line Relaxation (DPLR) 21 code. The physical models 
within LAURA and DPLR are similar. Past comparisons between the codes for forebody laminar and turbulent heat 
flux on 70-deg sphere-cone geometries have shown good agreement 22 . 

7. LAURA CFD Code 
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LAURA has been used extensively to predict the aeroheating environments for Mars applications, including 
afterbody predictions 23 " 25 . For Mars flight conditions, LAURA models an 8-species Mars gas (C0 2 , CO, N 2 , 0 2 , 
NO, C, N, O) in chemical and thermal non-equilibrium using the Park-94 26 reaction rates. A finite-volume approach 
is used to solve the full Navier-Stokes flowfield equations for all calculations presented here. The code uses Roe’s 
averaging 27 for the inviscid fluxes with second-order corrections using Yee’s symmetric total variation diminishing 
(TVD) scheme 28 . 

LAURA possesses the capability to adapt the computational mesh to the boundary layer and bow shock 
through user-defined parameters. Proper mesh resolution at the wall is especially important for reliable heating 
predictions. In LAURA, a user- specified cell Reynolds number controls the grid spacing at the wall: 


Re 


w 


f paAr^ 


( 3 ) 


Experience has shown that reliable laminar heating predictions can be achieved with Re w = 0(1). Grid adaptations 
are executed throughout the solution process until further adaptations do not significantly change the heating rate. 

A super-catalytic wall boundary condition was implemented in all solutions, fixing the mass fractions for 
C0 2 and N 2 at their freestream values of 0.97 and 0.03, respectively. This boundary condition results in 
conservative heating predictions in flight. A radiative-equilibrium wall temperature was specified to satisfy the 
following relation: 


<l w = edT* (4) 

A fixed surface emissivity (e) of 0.89 was used for all solutions. The wall is assumed to radiate to a temperature of 
absolute zero. All heating results reported here are convective only; the radiation contribution is expected to be 
small and is excluded from the analysis. 

LAURA solutions used a singularity- free structured volume grid built with GridGen 29 . Pitch plane symmetry 
allows modeling of only half of the aeroshell. The forebody nose cap and afterbody base meshes do not have a 
singularity pole boundary that could otherwise introduce artificial discontinuities into the flowfield. The finest 
streamwise grid resolution occurs at the shoulder and is necessary to resolve the rapidly expanding flow in that 
region. A grid resolution study examined meshes with finer resolution in all three coordinate directions. Special 
attention was paid to the streamwise grid resolution in the vicinity of the aeroshell shoulder. 

2. DPLRCFDCode 

DPLR solutions were run with essentially the same models and boundary conditions as were run with LAURA. 
DPLR is a parallel multi-block finite-volume code that solves the reacting Navier-Stokes equations including finite- 
rate chemistry and the effects of thermal non-equilibrium using the same species set as LAURA. The Euler fluxes 
are computed using a modified (low-dissipation) form of Steger- Warming flux vector splitting 30 with third-order 
spatial accuracy obtained via MUSCL extrapolation coupled with a minmod limiter 31 . Viscous fluxes are computed 
to second-order accuracy using a central difference approach. DPLR has been used previously for Earth entry 
afterbody heating simulations 32,33 . 

Computational grids for the DPLR cases were generated by hyperbolically extruding a smooth singularity-free 
surface mesh. The outer boundary for each case was tailored to the bow shock location, and the wall spacing was 
chosen to ensure that the Re w < 1. The nominal grid consisted of 8 blocks with 120 cells in the normal direction and 
25,000 points on the body surface. The resulting volume grid had a total of just over 3 million cells. 

E. Sources of Uncertainty 
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A rigorous treatment of uncertainties is beyond the scope of this analysis. However, an estimate was made to 
account for uncertainties in the derivation of heat flux from temperature data. The following sections also discuss 
uncertainties associated with the entry trajectory and computational methods. 


1. Material Response, Internal Heat Source, and Conduction Uncertainties 


Uncertainties for all 
terms on the right hand side 
of Equation 2 are shown in 
Table 2. The uncertainties 
were combined to give low 
and high estimates for heat 
flux. A material response 
uncertainty is included to 
account for the lack of 
knowledge about the exact 
material properties of the 
aluminum and fiberglass 

base covers. Values for density and heat capacity were taken from representative materials 9 . A low estimate for 
convective heat flux results from low values for pc p and s, a high value for q inh and conduction effects included. 
The converse is true for a high heat flux calculation. The uncertainty in the RTG heat output was implemented as a 
+/- 1 00% variation in the nominal output of 0.025 W/cm 2 . This heating contribution ended up being a small fraction 
of the total convective heat flux for the majority of the heat pulse. Conduction would be expected to affect the 
aluminum cover temperature more than the fiberglass temperature due to its much higher thermal conductivity. The 
effects of conduction were represented as a convective heat flux reduction of 25% for the aluminum and 5% for the 
fiberglass. A reduction in heat flux was used since conduction through the aeroshell structure would lead to higher 
temperatures at the thermocouple locations that were not due to external convective heat flux. The variation in the 
aluminum and fiberglass base cover heat fluxes are shown as low and high estimates in the results section. 


Table 2. Base Cover Convective Heat Flux Uncertainties 


Variable 

Nominal Value 

Low qconv 

High q conv 

Aluminum pc p (J/m 3 -K) 

2.475 x 10 6 (Ref. 6) 

-10% 

+10% 

Fiberglass pc p (J/m 3 -K) 

2.24 x 10 6 (Ref. 6) 

-10% 

+10% 

8 

0.89 

0.78 

1.0 

q int (W/cm 2 ) 

0.025 

0.05 

0 

Aluminum conduction 

None 

-25% on q conv 

None 

Fiberglass conduction 

None 

-5% on q conv 

None 


2. Trajectory Uncertainties 


Trajectory uncertainties arise from 
uncertainties in the entry system (aerodynamics, 
mass, navigation) and atmosphere (density) that 
result in a probabilistic distribution of entry paths. 

For design purposes, a statistical analysis is often 
employed to select the worst-case heating 
environments for TPS design purposes. In lieu of 
having the uncertainty information for the 
LTARP trajectory, the TRAJ analysis is intended 
to represent trajectory uncertainties for the VL1 
entry. 

Figure 11 shows an estimate for stagnation 
point heat flux using the Sutton-Graves formula 
using the FT ARP and TRAJ freestream 

conditions. The peak heat flux from the FT ARP 
trajectory is about 7% higher than the peak from 
the TRAJ trajectory. Computed afterbody heat 
fluxes on the two trajectories would be expected 
to differ by approximately the same amount. This 

difference is small compared to the overall uncertainty in the CFD heat flux predictions, so no additional cases were 
run on the TRAJ trajectory. 



GCSC Time (sec) 

Figure 11. VL1 Sutton-Graves Heat Flux Using LTARP 
and TRAJ Freestream Conditions 


3. Computational Uncertainties 
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A rigorous analysis of the afterbody heating sensitivities to computational model formulation (numerical, 
physical, and chemical) is beyond the scope of this paper. See Reference 34 for a discussion of the primary sources 
of uncertainty for Mars laminar heating predictions. In the current analysis, LAURA and DPLR were executed 
using the best available models for simulating chemically-reacting hypersonic flowfields in the Mars atmosphere. 
Standard boundary condition choices were made as they would be for flight vehicle aeroheating environments 
predictions, such as a super-catalytic wall condition and radiative-equilibrium wall temperature. The heat flux 
estimates assume a non-ablating surface, which is considered appropriate for VL1 given that the forebody heat flux 
was low and no ablative TPS material existed on the backshell. 

Much of the computational uncertainty is related to the grid topology and refinement at the aeroshell shoulder. 
Previous experience with a similar aeroshell geometry showed that at least one cell per 7 degrees of turning angle 
was needed for grid independent afterbody heat flux predictions 3 . The Viking aeroshells had a much smaller 
shoulder radius than did the geometry modeled in Reference 3, so an even tighter grid spacing requirement was 
expected. A grid resolution study was conducted for select times along the LTARP trajectory to examine effects of 
grid refinement in the streamwise and surface-normal directions. Other sources of computational uncertainty were 
not examined. 


III. Results 

The base cover temperature-time history data were converted to heat flux using Equation 2. Uncertainties for the 
material properties, internal heat source, and conduction effects from Table 2 were included in the heat flux 
estimates. Comparisons of Navier-Stokes computations and the derived heat flux at both base cover locations are 
shown for a portion of the VL1 entry trajectory using LAURA and DPLR CFD codes. 

A. Convective Heat Flux Derived from Temperature Data 

Figure 12 shows the aluminum base cover convective heat flux derived from the raw temperature as a function 
of time. Data obtained from Reference 2 match the nominal values from the current analysis. Possible causes for 
the noisy data include flow unsteadiness and thermocouple performance. Upper and lower data bounds are due to 
uncertainties in material properties, the RTG heat output, and conduction effects. The heat flux for the aluminum 
base cover thermocouple is 0.70-1.10 W/cm 2 at the time thermocouple failure occurred (1 1704.5 sec). The variation 
due to the estimated uncertainties at 11704.5 sec is +0.12/-0.29 W/cm 2 around the nominal value of 0.98 W/cm 2 . 
The data bounds are asymmetric because conduction effects are only included in the lower heat flux estimate. 

Figure 13 shows the same results for the fiberglass thermocouple location. Reference 2 data are between the 
nominal and low estimates. The derived heat flux exhibits even more noise that do the aluminum data. Peak heat 
flux is predicted to be 0.55-0.74 W/cm 2 at a time of 11710.5 sec, which is approximately 16 seconds after peak 
stagnation point heat flux and 2.5 seconds after peak dynamic pressure. This result is consistent with the analysis in 
Reference 3, which showed that maximum afterbody heat flux for an aeroshell similar to Viking using CFD methods 
occurs near the time of peak dynamic pressure. Including all uncertainty estimates and conduction effects, the 
variation in peak heat flux is +0.08/-0.1 1 W/cm 2 about the nominal value of 0.66 W/cm 2 . 

A five point moving average was used to smooth the data before making comparisons to the CFD flowfield 
computations. The smoothed data are shown in Figures 14 and 15 for the aluminum and fiberglass base covers, 
respectively. At 1 1702.5 seconds, the aluminum heat flux is 0.60-1.04 W/cm 2 with a nominal value of 0.92 W/cm 2 . 
For the fiberglass base cover, the peak heat flux is 0.49-0.70 W/cm 2 with a nominal value of 0.61 W/cm 2 . Table 3 
summarizes the convective heat flux using raw and smoothed data. 

Reference 6 reports that the VL2 aluminum base cover peak heat flux was 0.9 BTU/ft 2 -sec (1.02 W/cm 2 ) based 
on temperature data at the same location as the VL1 thermocouple. The assumptions governing that analysis are not 
known. The VF1 and VL2 entries were very similar and resulted in stagnation point heat fluxes that were within 3% 
of one another 6 . The assumption is that, had the aluminum base cover thermocouple survived the entire VF1 entry, 
the data would have shown the peak heat flux to be close to the VF2 value. The current analysis estimates the VL1 
peak heat flux to be at least 0.70-1.10 W/cm 2 . The aluminum thermocouple failed approximately 6 seconds prior to 
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the time of peak figerglass base cover temperature. Extrapolation of the nominal VL1 aluminum heat flux past the 
time of thermocouple failure would likely lead to a peak value near that of VL2. 



Figure 12. VL1 Convective Heat Flux on the 
Aluminum Base Cover Derived from Temperature 
Data (Raw Data) 



Figure 14. VL1 Convective Heat Flux on the 
Aluminum Base Cover Derived from Temperature 
Data (Smoothed Data) 
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Figure 13. VL1 Convective Heat Flux on the 
Fiberglass Base Cover Derived from Temperature 
Data (Raw Data) 



Figure 15. VL1 Convective Heat Flux on the 
Fiberglass Base Cover Derived from Temperature 
Data (Smoothed Data) 


The design limit for Viking afterbody heat flux was estimated to be only 0.57 W/cm 2 , which is well below the 
post- flight estimate of 1.02 W/cm 2 for VL2 6 . The author believes that the base cover heat flux was underestimated 
because it was based on the stagnation point heat pulse. Reference 3 showed that afterbody heat flux for an 
aeroshell similar to Viking continues to rise after peak stagnation point heat flux occurs and reaches a peak near the 
time of maximum dynamic pressure. Figure 16 shows that the nominal heat fluxes for both base cover locations 
mirror the dynamic pressure pulse. Thus, simply using the stagnation point heat pulse to shape the afterbody heat 
pulse would have missed the peak afterbody heating conditions. 

The timing of the stagnation point heat pulse and afterbody heat pulse may explain the slope change in the 
normalized heat flux curve (Fig. 4) near a Reynolds number of 0.6 x 10 6 . Previous analysis attributed the slope 
increase to possible turbulent transition 2 . The Reynolds number (as calculated in Ref. 3) where the slope changes 
corresponds to the time at which stagnation point heat flux reaches a maximum, but afterbody heat flux is still rising. 
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Plotting the normalized heat flux, with stagnation point heat flux in the denominator, would cause a slope increase 
since stagnation point heat flux is decreasing and afterbody heat flux is still increasing at Re D = 0.6 x 10 6 . Figure 15 
shows that the base cover heat fluxes mirror the dynamic pressure pulse and are still rising after stagnation point 
heat flux has peaked. Figure 17 shows an updated version of Figure 4 using the current derivation of base cover 
heat flux, the Sutton-Graves stagnation point heating estimate, and an updated Reynolds number calculation. Again, 
the afterbody heat flux normalized by the Sutton-Graves formula shows a similar slope change at a Reynolds 
number of 0.6 x 10 6 . This does not necessarily mean that the slope change is not due to turbulent transition, but 
rather that other explanations are possible. 
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Figure 16. VL1 Base Cover Nominal Convective Heat Figure 17. VL1 Base Cover Nominal Convective Heat 
Flux (Smoothed Data), Dynamic Pressure, and Sutton- Flux as a Percentage of Sutton-Graves Heat Flux 
Graves Heat Flux (Smoothed Data) 

B. Computed Convective Heat Flux and Comparisons to Flight Data 

LAURA laminar full-body solutions were obtained along the VL1 entry trajectory at the time points in Table 3. 
The heat flux was based on the radiative-equilibrium wall temperature condition and surface recombination of C0 2 
and N 2 to their freestream mass fractions. Symmetry was enforced across the pitch plane, so any effects of non-zero 
yaw were not investigated. Accelerometer measurements showed that yaw angles were at most 1 degree during 
entry 1 . Pitch-plane symmetry also neglects the spatial unsteadiness of the wake flowfield. A grid resolution study 
was performed to determine a computational grid that resulted in grid-independent heat flux. Comparisons of 
LAURA and DPLR heating computations are compared to the derived heat flux. 

7. LAURA Grid Resolution Study 

Reference 2 presents a grid resolution study for a Mars Science Laboratory (MSL) entry vehicle that is very 
similar to Viking. The results showed that a grid with one streamwise cell per 7 degrees of turning angle at the 
shoulder gave grid independent heat flux on the first afterbody cone. The ratio of the MSL shoulder radius to nose 
radius was 0.1, whereas the Viking ratio was 0.029. It was expected that the smaller Viking shoulder radius would 
require tighter streamwise spacing at the shoulder. Therefore, Viking solutions were initiated with essentially the 
same grid topology as the MSL baseline grid 2 . 

In order to produce reliable afterbody heating estimates, the computational grid must capture the essential 
flowfield features shown in Figure 18 (from Ref. 2). The shear layer emanating from the shoulder is perhaps the 
most important flow feature since it influences the extent of the wake and vortical structures near the surface. It is 
critical to capture the shear layer with sufficient streamwise and normal grid points so that the effects on 
recirculation and detachment are properly captured further downstream. Therefore, a grid resolution study patterned 
after the one from Reference 2 was conducted for the Viking analysis. 


13 

American Institute of Aeronautics and Astronautics 


The grid resolution study 
consisted of running several LAURA 
solutions near the time of peak 
fiberglass base cover heat flux as 
derived from the temperature data 
(11710.5 sec). Beginning with the 
baseline grid, the mesh distribution was 
resolved to finer levels in all directions 
until the peak afterbody heating rate 
remain unchanged with further grid 
refinement. Solutions at the remaining 
trajectory times used the same mesh 
resulting from the grid resolution study. 
A full grid resolution study was not 
performed for each trajectory point. 
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Table 3 summarizes the grids 
used in the resolution study, beginning 
with the baseline mesh (Grid 1). The 
surface mesh for Grid 1 is shown in 
Figure 19, showing relatively coarse 
streamwise spacing at the shoulder. 

Each subsequent grid possesses 

additional cells in the streamwise, circumferential, and/or normal direction for at least a portion of the grid. The 
average streamwise resolution around the aeroshell shoulder is shown for each grid. All grids were adapted to the 
boundary layer and bow shock within LAURA using the Re w specified in Table 3. 


Figure 18. Wake Flowfield for the Viking Entry Vehicle 


Table 3. Grid Resolution Study 


Grid 

Surface 

Cells 

Normal 

Cells 

Volume 

Cells 

Re w 

Avg. Deg./Cell 
at Shoulder 

Modification to Baseline Grid 

1 

6144 

64 

393,216 

1 

8.5 

Baseline 

la 

6144 

128 

786,432 

0.5 

8.5 

2x Normal 

2 

11,264 

64 

720,896 

1 

4.8 

2x Streamwise 

2a 

11,264 

128 

1,441,792 

0.5 

4.8 

2x Streamwise and 2x Normal 

3 

17,664 

64 

1,130,496 

1 

3.0 

4x Streamwise 


Results from the grid resolution study are shown 
in Figure 20. None of the grids in Table 3 gave 
steady state converged laminar heat flux predictions 
on the afterbody. Grids 1 and la predicted higher 
heat flux on the first afterbody windward cone 
compared to all other grids. Subsequent adaptations 
did not cause the solution to settle in the unsteady 
areas, even for the finest streamwise grid resolution. 
The grid resolution study from Reference 2 did not 
display the same type of unsteady flow behavior for 
similar grid topologies as those shown here. The 
indication is that the flowfield is unsteady, possibly 
due to a sharper shoulder radius than was modeled 
for MSL in Reference 2. Grid 3 was used for 
LAURA solutions at all other time points because it 
has the highest density of streamwise grid points 
along the shoulder. 


Figure 19. Surface Mesh for Grids 1 and la 
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Figures 21-23 show further results for Grid 3 at t = 1 1710.5 sec. Successive grid adaptations did not improve the 
convergence of the afterbody solution. Figure 21 shows three adapted grid solutions with a converged forebody 
flowfield. The heat flux on the first windward cone is fairly stable, but the remaining base cover areas are not. 
Figure 22 shows the iteration histories of pressure and heat flux, respectively, for the forebody nose and two base 
cover thermocouple locations. A converged forebody solution is indicated by the converged nose pressure and heat 
flux. The base cover pressures and heat fluxes fluctuate fairly significantly, indicating an unsteady flowfield. The 
fiberglass base cover pressure and heat flux oscillate over a longer period than does the aluminum flowfield. Figure 
23 shows the base cover histories on an expanded scale. Further execution of the LAURA solutions did not settle 
down the afterbody flowfield. Based on these results, it was not considered possible to obtain steady state CFD heat 
flux computations at the aluminum and fiberglass base cover thermocouple locations. 
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Figure 20. LAURA Afterbody Symmetry Plane Heat Figure 21. LAURA Afterbody Symmetry Plane Heat 
Flux at t = 11710.5 sec for Various Grids Showing Flux at t = 11710.5 sec for Grid 3 After Successive 
Unsteady Solutions Adaptations 




Figure 22. LAURA Pressure and Heat Flux Histories Figure 23. LAURA Base Cover Pressure and Heat 
on the Forebody Nose, Aluminum Base Cover, and Flux Histories After Convergence of the Forebody 
Fiberglass Base Cover, After Convergence of the Flowfield on Grid 3 at t = 11710.5 sec 

Forebody Flowfield on Grid 3 at t = 11710.5 sec 


2. Comparison of Viking and Mars Science Laboratory Wake Flowfields 

The approach used here to predict Viking laminar afterbody heating is similar to the one presented in Reference 
3 for the MSL entry vehicle. The MSL grid resolution study did not indicate unsteady flow behavior for grid 
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topologies similar to those shown here. Stable and Viking (R / R = 0.029) 

converged afterbody pressure and heat flux were MSL (R s / R n = 0.1) 

obtained for the MSL geometry using grid resolution 
similar to that used here. The primary differences 
between the Viking and MSL analyses are the 
aeroshell shoulder radius and entry trajectory. The 
Reynolds numbers are higher on the MSL trajectory 
due to a higher entry velocity 3 . Figure 24 shows the 
Viking and MSL aeroshell geometries. The MSL 
aeroshell shape is simply a 3.75-m diameter version of 
Viking with a larger shoulder radius. 


It is the author’s belief that the smaller Viking 
shoulder radius is primarily responsible for the 
prediction of an unsteady afterbody flowfield. Figure Figure 24. Comparison of the MSL and Viking 
25 compares streamlines and normalized velocity Entry Vehicle Shapes 

contours for the Viking and MSL aeroshells at a 

Reynolds number near 1.0 x 10 6 and an angle of attack of about 1 1 deg. The influence of the shoulder radius can be 
seen in the shear layer angle of departure from the shoulder. For Viking, the leeside shear layer is almost parallel to 
the body rotational axis. In contrast, the MSL leeside shear layer rotates clockwise from the horizontal and is closer 
to the afterbody surface. On both the windside and leeside, the region between the shear layer and body surface is 
larger for Viking than it is for MSL. Viking’s larger wake enclosure results in two large vortices on the leeside and 
smaller vortices on the windside second cone. These types of flowfield structures would not be expected to remain 
steady. The contention is that the larger MSL shoulder radius permits attached flow further rearward on the first 
afterbody cone, resulting in a narrower wake enclosure and no large unsteady vortices between the shear layer and 
body surface. Viking’s sharp shoulder radius causes earlier flow separation and a larger wake enclosure populated 
with multiple unsteady vortices. 




Figure 25. Viking (Left) and MSL (Right from Ref. 3) Symmetry Plane Streamlines and Normalized Velocity 

Contours at a « 11 deg and Re D » 1.0 x 10 6 

3. Laminar CFD Comparisons to Derived Heat Flux 

Single solutions cannot be used for the heat flux comparisons to the data since steady state laminar CFD 
solutions were not possible for the afterbody. Instead, an average over the final XXXX computational iterations was 
used to predict base cover heat flux at the thermocouple locations. This process was employed only after the 
forebody solution had converged. All forebody solutions were grid converged and grid independent. That is, the 
forebody surface quantities e. g. pressure and heat flux, did not change significantly after successive grid 
adaptations. The LAURA and DPLR solutions were not run time-accurate, so this averaging approach does not give 
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a time-averaged result. However, it does capture the fluctuations in the solution process brought on by an unsteady 
shear layer. 

Comparisons between the LAURA base cover heat flux and values derived from the flight data are shown in 
Figures 26 and 27. The CFD results are reported as average, low, and high heat flux over the final XXXX iterations 
of the steady state solution. At the aluminum base cover location, the LAURA results are below even the lowest 
heat flux estimate from the temperature data (Fig. 26). The large spread in the CFD values is a reflection of the 
unsteadiness in the wake flowfield. In fact, the difference between the low and high LAURA values is larger than 
the average for all solutions. LAURA predicts peak aluminum heat flux to occur between 11705 and 11710 sec. 
The general trend in the heat pulse appears to be similar between LAURA and the data, but the computational 
results are well below the derived heat flux. For example, at 11700.5 sec, the average LAURA heat flux is only 
20% of the nominal derived value. Possible reasons for the mismatch between the CFD and data are discussed later. 
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Figure 26. Comparison of LAURA and Derived Heat Figure 27. Comparison of LAURA and Derived Heat 

Flux on the Aluminum Base Cover Using CFD Results Flux on the Fiberglass Base Cover Using CFD Results 
Averaged over the Final XXXX Iterations Averaged over the Final XXXX Iterations 

The same results are shown for the fiberglass base cover in Figure 27. No trends can be extracted from the 
LAURA solutions due to excessive scatter in the solutions. At some times, the LAURA results overlap the derived 
heat flux data, but a typically smooth heat pulse is not predicted with the approach used here. The fiberglass base 
cover thermocouple location is an area that would be expected to be even more influenced by unsteady shear layer 
development. Perhaps that is the reason that the LAURA solutions exhibit more scatter than the aluminum base 
cover results. 

Use same process for MSL. 

Do the data indicate unsteadiness? 

There are possible reasons why the derived heat flux may be high. Based on the uncertainties in Table 2, a low 
derived heat flux is caused by low pc p , low asT 4 , high RTG heat output, and conduction effects included. At the 
time of peak fiberglass heating, the pc p term (-70%) and asT 4 term (-27%) dominate the convective heat flux. The 
aluminum heat flux relative contributions of pc p and acT 4 are similar. Both of those terms would not be expected to 
have large uncertainties because they are a function of well-known material properties. Thus, the RTG heat source 
and conduction terms are considered the only terms that could lead to a significantly lower derived heat flux than is 
presented here. The author’s belief is that the conduction effects, especially for the aluminum base cover, are more 
likely to be underestimated. However, lack of knowledge about the structural details prevents a more detailed 
assessment of conduction effects. 

There are also possible reasons why the CFD results are low compared to the flight data. ... 
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Contour plot of aftbody heat flux. 

It is important to note that even though the CFD predictions for the two base cover locations are low compared 
to the data, this does not necessarily mean that CFD would result in low heating predictions for an actual TPS 
design. In the design process, the maximum heat flux on the entire afterbody would be identified as the limiting 
value. Plus, an additional uncertainty would be added to an already conservative estimate. The VL1 peak afterbody 
heat flux is not at either thermocouple location, so those CFD results would not be used to size the TPS. Blah, 
blah... 

4. Turbulent CFD Comparisons to Derived Heat Flux 

Heatshield temperature data indicate that VL1 and VL2 both experienced laminar heating conditions on the 
forebody during the entire heat pulse 1 . However, base pressure gages on VL1 and VL2 both exhibit an anomalous 
decrease 2-4 seconds after peak stagnation point heat flux, indicating a change in the wake flowfield structure 1 . One 
possible cause of this base pressure behavior is turbulent transition in the wake, however no additional data exist to 
support this. A turbulent shear layer will lead to different wake closure characteristics and will effect the boundary 
layer conditions and heat flux. In order to bound the problem, turbulent LAURA solutions were run using Grid 3 for 
select time points. The Baldwin-Lomax. . . 


IV. Summary and Conclusions 

Computational fluid dynamics solutions of the Viking Lander 1 entry vehicle flowfield were obtained to 
compare afterbody heat flux predictions to flight data. Temperature data at two locations on the entry aeroshell base 
cover were converted to convective heat flux using the one-dimensional heat balance at the thermocouple locations. 
The heat flux derivation includes uncertainties for material response, internal heats sources, and conduction effects. 
The heat flux for the aluminum base cover thermocouple is 0.70-1.10 W/cm 2 at the time thermocouple failure 
occurred, with a nominal value of 0.98 W/cm 2 . Peak heat flux for the fiberglass base cover is predicted to be 0.55- 
0.74 W/cm 2 , with a nominal value of 0.66 W/cm 2 . Peak fiberglass heating occurs 16 seconds after peak stagnation 
point heat flux and 2.5 seconds after peak dynamic pressure. 

Navier- Stokes solutions of the wake flowfield were obtained with the LAURA and DPLR CFD codes. The 
original post- flight trajectory analysis was used to define freestream conditions as a function of time. Neither code 
yielded a steady state wake flowfield solution as indicated by fluctuations in the base cover pressure and heat flux. 
The postulation is that the small Viking shoulder radius does not permit attached flow beyond the aeroshell 
maximum diameter, leading to multiple unsteady vortices between the shear layer and afterbody surface. 

An approach was used to average the base cover heat flux CFD results over XXXX iterations after the forebody 
flowfield converged. This process yielded base cover heat flux computations that are well below the flight data. 
Even the highest CFD heat flux values are below the lowest heat flux derived from temperature data. Large 
variations exhibited in the CFD heat flux reflect the limitations of using steady state CFD methods to predict an 
unsteady flowfield. 

Etc 

Recommend VL2 solutions 
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